








Vor. VI. N2 123—9% Year. | 


IRE-CLAY Retorts and Fire Goods. 

. The. Advertiser has brought his Fire-Clay Retorts 
to great perfection, both as to quality and finish. Many 
have stood three and four years. 

Every description of Fire Goods in any quantity al- 
wayson hand. The Fire Clay is the very best in the 
North of England. Stock never less than 10,000 tons 
weathering. 

Orders promptly executed. 

Apply, G. H. Ramsay, of Derwenthaugh Fire-Brick 
Works, near NEWCASTLE-ON-TYNE. 

Aug. 22, 1856. 


TO GASHOLDER MAKERS, 
HE Directors of the Lewes Gas 


COMPANY are prepared to receive TENDERS 

| for the Supply and Erection of aSINGLE-LIFT GAS- 

| HOLDER, 55 feet diameter, and 18 feet deep, with all 

| necessary guide framing, &c. 

| Plans and specifications may be seen at the Com- 
pany’s works, or at the office of Mr. C, R. Map, 176, 

| Great Dover Street, Borough, LONDON. 

Tenders to be delivered at the Company’s Office, 
Lewes, SussEX, on or before Thursday, the 9th of July, 
1857. 

The Tenders to be addressed to the Directors, and 
endorsed, ** Tender for Gasholder.” 

The Directors do not bind themselves to accept the 
lowest tender. 

Joun T. AUCKLAND, Clerk to the Company. 

June 24, 1857. 


TO GAS COMPANIES, MERCHANTS, AND 
OTHERS. 


EDWIN DIXON, 
WOLVERHAMPTON PATENT WROUGHT-IRON TUBE WORKS, 
Originally established in 1833, 
Manufacturer of Gas and other Tubes, Fittings, and 
| articles of every description belonging to Gas, Water, 

| or Steam. 
|| KE. D. had the honour of receiving the 




















PRIZE MEDAL 


GREAT ENGLISH EXHIBITION of 1851; and from 
the latter date has supplied many towns exclusively 
14 with GALVANIZED and other ‘Tubes for Gas and 
|| Water, under GOVERNMENT ENGINEERS, 
| " ne : : 
| A City, containing 150,000 inhabitants, 
has recently been entirely supplied with Tubes made 
| at the above-named Works, and several others with 
populations nearly as great; in fact, the reputation 
| now acquired induces this notice to the public. 
| Large Stocks generally on hand; averaging from 
| one to three hundred thousand feet. 


| 
1} HYDRAULIC PRESS TUBES, 
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COWEN’S PATENT FIRE-CLAY RETORTS. 


JOS. COWEN and CO., 
BLAYDON BURN, NEAR NEWCASTLE-ON-TYNE. 


Were the only parties to whom a PRIZE MEDAL was 
awarded at the GREAT EXHIBITION of 1851, for “*Gas 
Rerorts and OTHER OBJECTS in FIRE CLay.” 

J.C. and Co. have been for many years the most ex- 
tensive Manufacturers of Fire Clay Retorts in the United 
Kingdom; and orders for Fire Clay Retorts of all 
shapes and dimensions, Fire Bricks, and every other 


article in Fire Clay, are promptly executed at their 


works as above. 
COWEN’S GARESFIELD COAL AND COKE, 
Coal and Coke Office, 
Quar Si1pgk, NEWCASTLE-ON-TYNE. 


FIRST PRIZE IN THE PARIS EXHIBITION. 








JOHN RUSSELL AND CO, 


THE OLD TUBE WORKS, 
CHURCH HILL, WEDNESBURY, 
STAFFORDSHIRE, 
and 69, UPPER THAMES 8TREET, LONDON, 
Original Manufacturers of Wrought-Iron Gas Tubes, 
and Holders of the present Patents; Inventors and 
First Makers of LAP-WELDED FLUES for Steam 

Boilers. 

J. RB. and Co, make all kinds of Tubes and Fittings 
for Gas, Steam, and Water, and the largest Orders 
may be executed in a few days. 

The eminent Engineer, Mr. Perkins, confines himself 
altogether to the use of John Russell and Co.’s Tubes 
in his High-Pressure Steam Patents. 

Gun Metal, and all other kinds of Cocks, Stocks, 


| | Dies, Taps, ised Tubes, &c. 
awarded to this Manufacture by the COUNCIL of the Dies, end Fae a a 


N.B. All Goods thoroughly Tested before sent out, 
and Warranted, 


WANTED, by the Newport (Mon.) 
GAS COMPANY, a good working MECHANIC 
— versed in the Construction and Repairing of Gas- 
Meters. 

Applications, with reference to character and com- 
petency (stating wages required), to be made to J. 





| Bryan, Engineer, Gas-Works, Newport, MONMOUTH- 


to resist 6000 Ibs. and upwards to the square inch, ex- | 


tensively manufactured. 


STOCK DYES and SCREWING TACKLE, 
| | of the best possible description. 

Every Tube carefully tested with Hydraulic Pressure 
|| before leaving the Works. 





| 
| 
| 


| JAMES RUSS 


SHIRE, 
July 2, 1857. 
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| BLAYDON BURN AND LOW BENWELL FIRE- 


CLAY RETORT AND FIRE-BRICK WORKS, 
NEAR NEWCASTLE-ON-TYNE. 


WILLIAM COCHRAN CARR, 


begs most respectfully to thank the Metropolitan, Pro- 
vincial, and Continental Gas Cempanies for their pa- 
tronage for several years past, and to intimate that he 
has rebuilt and enlarged his extensive premises for the 
Manufacture of CLAY RETORTS; and thatheis now 
prepared to execute the largest orders with punctuality 
and despatch. Orders for F{RE-CLAY RETORTS, 
of all shapes and sizes, FIRE-BRICKS, and all other 
Articles in Fire-Clay, executed on the shortest notice 
and on the most reasonable terms. 
London Agents : 
JAMES LAWRIE & CO., 
63, Op Broap STREET, City, LONDON. 





FOREMAN 


WANT 
WANTED, by the I swich Gaslig ht 
COMPANY, eat whe MAN. He 
must be well acquainted with the ggs-fitting business 
in all its branches. 
Application, accompanied by reference of actual ser- 
vice, as to character and capability, to be addressed to 
Mr. E. Gopparp, Clerk to the Company. 





LIMERICK CORPORATION GAS-WORKS. 


HE Gas Committee of the Limerick 
CORPORATION will receive TENDERS up 
to Three o'clock, p.m., on Monday, the 13th of July, 
1857, for the erection of a new Set of PURIFIERS, 
altering a CONDENSER, and to made the necessary 
connexions from retort-house to same, 
Tracing of plan and specification may be had by 
parties wishing to tender for 10s. on application at the 
Gas-Works, Westwater Gate, LIMERICK, 


By ord 
July 1, 1857. 


er, 
JoHN CLANCHOF, Secretary, 
ANTED, by an _ Experienced 
Workman, a Situation as BLACKSMITH, 
Would have no objection to lay Services when re- 
quired, Good references as to character and ability 
can be obtained. 
Apply, if by letter, to H., care of Mr. MILs, Meter 
Inspector’s Office, BorouGH Roap (S. E.). 


ANTED IMMEDIATELY, by the 
SUTTON and DRYPOOL GAS COMPANY, 

a Practical Working Man, to act as FOREMAN, 
Applications, with Testimonials, must be forwarded 
to Mr. J. 1. Renton, Witham, BL. 











__ COAL TAR TO BE LET. 
Fo ONE, TWO, or THREE YEARS. 


as may be agreed upon, the whole of the TAR 


| manufactured at the works of the Sunderland Gas 


Company. 

The Directors will receive Tenders until the 22nd 
inst.; and furtherparticulars may be known on appli- 
cation to J. H. Cox, Secretary, 





NS, 


PATENTEES, INVENTORS, AND FIRST MAKERS OF 


WROUGHT-IRON GAS TUBING, 


commencing from the earliest introduction of Gas Lighting into this country. 


Manufacturers ofevery size and description of Wrought-iron Tubes and Fittings, from one-eighth up to seven-inch internal diameter, for Gas, Steam, or Water. 


PATENTEES AND MANUFACTURERS OF THE 


| LAP-WELDED FLUE&S, 


for Marine, Locomotive, and Stationary Boilers. 
Inventors and Manufacturers of 


| IMPROVED STEAM AND GAS COCKS, 


in Iron or Gun Metal, from three-eighths to six-inch bore. Manufacturers of every description of hand-screwing 


STOCKS, DIES, AND TAPS, 


for Gasfitters and Engineering purposes. 
Manufacturers of Coils, for hot water and other purposes; Casing of all sizes, with fiush joints, for Well-sinkers; Blasting Tubes; Buffer Tubes for Railway 
6; Tubes for Roller Beams; Spindles, Shafts, Pendulums, Hydraulic Presses, Core Bars, Steam Gauges, &c. &c. 
} Jauzs Russex and Sons beg to call the attention of Engineers, Builders, Water Companies, and others, to their 


ae PATENT ENAMELLED TUBES, 
; Which preserve water or other liquids conveyed by them in a perfectly limpid condition; whilst the Enamel itself i 

| ee vd — pwety free from any noxious ingredient in its composition. nell is 00 pusocn the Gaest Dept gunnamng Me 

ists, Estimates, &c. &c., forwarded on application; orders, from 10 to 100, feet of gas tube, exccuted at t * notice i ; i be 

I safely relied upon, as all goods are most carefully tested before leaving the Works. . F josive house’ notice if sequined; it Guapy S8y 

JAMES RUsSELL and Sons have great pleasure in calling attention to the annexed award :— 


} 
| “ EXHIBITION OF THE INDUSTRY OF ALL NATIONS, NEW YORK. Y 
aye P “* Office: No, 6, Charing-cros , 1854 Ys 
| wt fun hiveron ifyon neve oe "mpc in informing you that the Jury has awarded to your firm ‘ HONOURABLE peat ey reat eg “You are . 
; » M you deem it likely to promote your mercantile advantage, to affix to these articles, during tl F 54, a ct her hi ard is pri d weary 
your prices, with name of agent, &c.—I am, gentlemen, your obedient servant, ’ g the season 1854, a card whereon this Award is printed, "an E [ 
Messrs. JamMEs Russg11 and Sons, Wednesbury, STAFFORDSHIRE.”’ “Joun H. Boun, Secre eee ~ 
«ff + 
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JAMES MEACOCK, 


MANUFACTURER OF 


PATENT DRY AND IMPROVED WET METERS, | 


Also of every Description of Apparatus used in the Gas Factory, | 
as well as in Gas Distribution. | 


4, SNOW HILL, & GILTSPUR STREET, 


LONDON. 
Established 18386, 


PATRONISED BY ALL THE GAS COMPANIES OF THE METROPOLIS, AS WELL AS MOST OF 
THE PROVINCIAL TOWNS. 











J. MEACOCK, in returning thanks for the liberal favours he has received, most respectfully calls the attention of those interested in Gas Lighting to the improvements | 
of his Dry Merer, which has obtained HER MAJESTY’S ROYAL LETTERS PATENT, and which contains all the desired requisites for simplicity, durability, and 
faithful registration; also to his improved Wer Gas-Merer, which all the leading Gas Companies have been’ pleased to patronise; and begs to solicit the continuance of | | 
their commands for the above, as well as Experimental and Station-Meters, Pressure-Indicators, Governors, Gauges, Photometers, and every apparatus in use by the Gas 
Engineer, which he will warrant of the very best materials and workmanship, and at most economical charges. 
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NEW VALVE OF J. MEACOCK’S 
PATENT DRY METER. 


, 


sl 


f, 


f Hl 
i hy 





J. MEACOCK’S OLD VALVE OF THE ORDINARY J. MEACOCK’S IMPROVED 
PATENT DRY METER. DRY GAS-METER. WET METER. 
In the above Diagrams of Meters will be seen J. Mgacocx’s patent method of securing the Leather Diaphragm of his Improvep Parent Dry METER. Instead of 
using the soldering iron for the purpose, by which the Leather is more or less injured, it is held between two flat Metal Rings, and screwed up sound on to a frame to 
receive it, the outward rim of which and screw-heads are shown in the drawing. : 
The Valve adopted in the above Patent Meter is also shown, as well as the ordinary Slide-Valve ; the advantages of the former in not rising from its facing will be very 
apparent to the practical Gas Engineer, to whom it is of vital import. || 


WET GAS-METERS REPAIRED AND RECONSTRUCTED WITH J, MEACOCK’S MODERN IMPROVEMENTS. | 





J. MEACOCK begs leave most respectfully to submit to the notice of Gas Companies his PATENT DRY GAS-METER, trusting thereby to receive the same | | 
encouragement that has been so kindly awarded him in respect of his Improved Water Meter, which has been patronised by ail the Metropolitan Companies, as well as most 
of the Provincial Gas-works. 
The public having been induced to desire Dry Gas-Meters in preference to Wet, and many Gas Companies being willing to yield to their wishes, if a correct measure, | 
not liable to fluctuation of registry, of good materials and workmanship, and when repair was necessary, of being put in order by simple means, J. M. has been induced to 
apply himself to the production of a Dry Meter, possessing those requisites, for which he has obtained her Majesty’s Royal Letters Patent. om: 
It is not generally known, but very frequently in fitting up the ordinary Dry Meter, the leather of the diaphragm is destroyed during the process of soldering, by coming || 
in contact with the hot soldering iron, In his present process, J. M. has done away with its use, no solder being necessary, the leather being secured by two flat metal | 
rings, between which it is screwed, rivetted, or overlaid; the perishing effect of hot tools to leather being avoided, its durability must be longer; also, by this means, 
repair when needful is most simple, as a new leather diaphragm can be applied by merely unscrewing the old one from the rim or frame to which it had previously been | | 
screwed up sound, 

In the ordinary Dry Meter frequent variations of registry have been detectable from defective valves, which tilt or rise from their facings: the slide-valve of this Patent 
Dry Meter will not allow any cart matter to coal gas to tilt or lift the slide from its facings, and hence no variation. It will be found not only a correct | 
measurer, but free from fluctuation. | 


The heavy wear and tear to which the Meters of Gas Companies are subject, have at all times made it desirable to have them of the best materials and workmanship. | 
| 


its 





Unfortunately, in the greater number of the ordinary Dry Meters, neither of these requisites were carried out, for, as they were not to contain water, most inferior workmen 
and materials were employed in their construction. J. M. begs leave to assure those who may honour him with their commands, that nothing but the stoutest materials for | 
cases, the hardest gas-resisting metals, and best*foreign leather for the interiors, will be used, and none but first-class workmen employed in their construction (the | | 
properties which his Improved Water Meter is well known to possess, and which has obtained him that extensive patronage), will be strictly carried out in his mead 
Dry METER. 

In respect of any orders with which he may be honoured, he is willing to give a stamped guarantee to keep the same in repair, free of all charge, for five years, and 
allow the customary discount off the original list price. > he | 
J. M. has annexed diagrams of his Patent Dry, also of his Improved Wet, Gas-Meter. In the former will be seen his patent mode of securing the diaphragm. The) 
former and present valve are also shown, and the advantages of the latter will be, by practical persons, easily understood. 


METERS SENT ON APPROVAL, 
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| Str G. Grey appears to hesitate before attempting to push the 
advantage he certainly gained by his clever manceuvres in the 
matter of the second reading of the General Board of Health 
Bill; for nothing has been done with that extraordinary mea- 
sure since the Home Secretary succeeded in surprising the 
| House of Commons into assenting to its principle. What can 
| be the motive for such delay? Does the Government hope to 
tire out the opponents of this monstrous job, or does it simply 
take the chance of another want of watchfulness on the part of 
the independent members of the House? It is hard to say 
what is the true explanation of the strange way in which the 
Board of Health Bill ‘* drags its slow length along,” but cer- 
tainly the anxiety of our rulers to avoid discussion upon its 
merits, the “‘ comfortable” manner in which it has been 
carried to its present stage, and the mystery so studiously 
thrown over the future proceedings of its sponsors, ought to 
convince the public that even those sponsors themselves are 
conscious of the weakness of their cause. Mr. Palk’s absence 
on the occasion of the second reading of the bill was, to say 
the least of it, extraordinary. Since then he has resumed his 
|attacks upon the measure he had thus allowed to escape his 
fregnt but Mr. F. W. Knight has taken the most business- 
| Uke and the most efficient steps to bring back the question to 
)its proper bearings. Most earnestly do we, therefore, call 
|| upon the various parties who are likely to be affected by the 
threatened extension of “administrative” interference, to 
assist Mr. Knight in every possible manner ; and we would, 
amongst other measures, suggest that petitions should be pre- 
sented to the House of Commons, praying for the modification 
of the bill in the manner he suggests—if, indeed, the House 
in its wisdom should decide upon continuing the existence of 
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that most useless and expensive job, the General Board of || 
Health, in any shape or form. | 

Mr. T. S. Duncombe has brought to light another ridiculous 
illustration of the way in which the last-named assemblage of 
quacks makes work for itself, and wastes the money of the 
nation; and we commend this little bit of extravagance to the 
attention of those who advocate a Treasury audit. That/| 
panacea for jobbery does not, indeed, appear to have acted as 1 





an efficient control against the useless increase of the printing | 
expenses of the Board of Health, any more than it acted to || 
control the engineering follies of the “magnificent” First Com- || 
missioner of Works in St. James’s Park. The circumstance || 
to which we especially allude is the return, moved for by Mr. | 
Duncombe, of the expenses of every description, &c., of the 
‘Weekly Return of the Health of the Metropolis,” printed by || 
the General Board’ of Health for its own special purposes, and | 
for the amusement of its own special correspondents, but not || 
for the public at large. Of course the Board of Health could || 
not give a direct and truthful reply to such a simple question ; || 
for truth is never, we fear, worshipped by administrations. So, || 
in reply to Mr. Duncombe’s motion, the “ clever ” authorities || 
of Whitehall confine themselves to a statement of the cost of | 
the paper and printing, but they “ fence’ most ingeniously 
with the question of the cost of getting up the returns, the 
postage, delivery, &c. At any rate, it appears that these 
trashy returns are to cost the nation more than £600 a year 
for printing and paper only. Truly, the example of Benjamin 
the Magnificent is working well in other branches of the ‘* Ad- 
ministration!” and even the minor officers appear to believe | 
that they are entitled to enter into engagements, at the ex- 
pense of the nation, without consulting Parliament. But we 
would seriously ask whether these “returns” are worth 600 
farthings ? They are, in fact, little else than records of the 
sickness in the various hospitals and workhouses; and are at 
best but diluted reproductions of the Registrar-General’s ob- 
servations upon the meteorology of London. How did it) 
happen that Mr. M‘Cullock, who watches so carefully the ex- 
penditure of the House of Commons for printing, allowed this | 
ridiculous waste of money by the Board of Health? 

Mr. Scholefield has presented to the world a very interest- 
ing bantling, under the title of a “Bill for Preventing the 
Adulteration of Articles of Food or Drink,” which surpasses 
in absurdity anything yet produced by “the blind leading the 
lame” school. The bill provides, of course, for the creation 
of a number of paid officers, inspectors, and chemical food 
examiners, attached to the various local authorities ; and for 
certain “ food analysts,” to be named by the General Board 
of Health, who seem determined to protect us on the “ circu- 
lation” principles of Mr. F. O, Ward, and to watch, with 
parental care, the “ food” of man in all the various stages of 
production, consumption, and decomposition. These useless 
tax consumers, nominated, be it observed, by such very ques- 
tionable authorities, are then empowered to enter premises, 
and seize any articles of food they may believe to be adul- 
terated in a manner likely to be injurious to health. If, how- 
ever, they should entertain any doubt as to the wholesomeness 
of the said food, they are to take—at their own discretion— 
samples of the same, and to forward them for examination to 
the Chemical Food Examiners, whose certificates in such 
matters are to be “sufficient evidence” before any of the 
justices endowed with summary jurisdiction in the matter ; the 
only appeal from these confederate spies, and these learned 
Thebans, being to the food analysts to be named by the 
quacks of Whitehall Place, or to the Court of Quarter Ses- 
sions. The bill contains a Jong list of penalties against the 
supposed fraudulent tradesmen, and a carefully-devised series 
of clauses for the protection of the various new officers in the 
exercise of their duties; but, unfortunately, it contains no 
provision to ensure the competence, or the honesty, either of 
the General Board of Health, of the Food Analysers, the 
Chemical Examiners, or of the Food Inspectors. Seriously 
we ask ourselves, whether Mr. Scholefield was in his senses 
when he proposed so monstrously ridiculous a measure? or 
whether the House of Commons had dined copiously on the 
evening of its presentation? Of late years, it is true, that 
our common sense has been revolted by many similar absur- 
dities ; and the Legislature, which has tolerated, nay, sanc- 
tioned, the ridiculous nonsense of the Chadwickian school, 
may perhaps be expected to allow even this last folly to be 
played out: but what is the British public about the while? 
Is it disposed to place every transaction of daily life under the 
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control of a set of men who could exhibit themselves in the 
| extraordinary way in which Dr. Hassall and the Lancet 
''analysts have so often done? or who could display so marvel- 
| lous an amount of mingled ignorance, jobbery, and presump- 
'|tion as have characterized the proceedings of the General 
/| Board of Health, according to the statements of Sir B. Hall 
| himself ? 

By the way, Sir G. Grey said that the committee upon the 
Public Health Bill, 1855, did not condemn the General Board 
of Health. This is true; but the explanation of the fact lies 
'|in this—viz., that the said committee was presided by the then 
|chairman of the said board, who sat in judgment upon his own 
|department. A very fair illustration, we opine, of the descrip- 
|| tion of justice tradesmen would have if the General Board of 
‘|Health should succeed in getting them under their power. 
|| Absit omen ! 

Our chronicle of parliamentary wrongs, alas! is not yet 
iclosed. The Mersey Conservancy and Docks Bill Committee 
‘have coolly recommended the confiscation of the town dues, 
| belonging to the Corporation of Liverpool, by precisely the 
| same right as the property supposed to belong to the Duke of 
| Bedford vests in him. A conservative, too (Sir J. Graham), 
| becomes the mouthpiece of this act of spoliation; and most 
| strangely does he overlook the logical consequences of the 
|style of reasoning his committee have sanctioned. That re- 
‘turned Australians should despise ‘‘ parchment titles” is not, 
| of course, extraordinary ; but that English statesmen should 
adopt the dogma is passing strange! We must add, however, 
that from all that we have been able to learn, the Liverpool 
Corporation has been unfortunate in its selection of advocates, 
||and that its cause has been very feebly supported before the 
committee. Perhaps, however, the conviction that they were 
pleading before a tribunal notoriously indisposed to examine 
their arguments fairly may have depressed their energies. 
One consequence, we may add, of the decision of the Mersey 
'|Conservancy Committee, and of the recommendations of the 
royal commission upon the Corporation of London, will 
certainly be to induce every corporate body in the kingdom 
to run into debt as far as it possibly can, in order to escape 
confiscation. Modern statesmen openly avow that unen- 
cumbered corporate property should be devoted to other 
purposes than those for which it was originally devised 
- granted; but they respect the debts guaranteed by such 
||properties. Ordinary mortals would call this a direct en- 
|couragement to improvidence and recklessness. John Sad- 
|| lier has, however, sat on the treasury bench, and we have laws 
|for encouraging partnerships with limited liability (for the 
benefit of the debtors); so we may say, with respect to all 
| ordinary moral considerations, that “‘ nous avons changé tout 
| cela /” We hope, however, that some member will move for 
jan inquiry into the present application of the various Crown 
| grants from the time of Henry VIII. downwards. Why should 
|the Russells escape when the Liverpool corporation finds that 
its prescriptive rights are coolly set aside ? 

Mr. Cowper, in his new office of ‘‘ defender of art education 
jobbery,” lately made a statement against which we must beg 
| distinctly to protest. He said that, during the Exhibition of 
| 1851, the inferiority of English taste in all the branches of 
manufacture was painfully apparent; and then he went on to 
|say that Coibert’s measures of founding the Gobelins, the 
\|Tournay, and other royal factories, had been the means of 
‘|endowing our French neighbours with their superior taste. 
We distinctly deny both these assertions. In the first place, 
we assert boldly that in all the articles required for daily use, 
'}or which are consumed by the masses, that the taste of our 
||manufacturers, whether of hardware, metal work, tissues, or 
engravings, is far purer and better than that of any continental 
nation. In all these matters, of course, climate has great 
effect ; and the dwellers of southern and warmer lands have 
naturally a keener appreciation for form and colour than we who 
dwell in cold and fog for so considerable a portion of the 
year possibly can have. But the southern notions of beauty 
are, after all, merely physical—in the mass of the nations, be 
it understood—whilst the dwellers of the north seek for either 
utility or ideal beauty in the objects around them which are 
susceptible of exhibitions of taste. Any one who would take 
the trouble to examine a carpet shop oracrockeryware shop in 
London and one in Paris, or anywhere else on the Continent, 
must be convinced that the accusation against English taste 
applies more to the objects in use amongst the aristocracy 
than to those used by the million; whilst the infamously-ugly 
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common carpets and faiencerie commune of the Continent! 
must convince any reasoning mind that the Gobelins, Sévres, | 
and Beauvais, have together done less for the improvement of | 
public taste than the unassisted energies of Wedgewood, | 
Copeland, or Minton. ‘“‘ Laissez passer, laissez faire,” is the’ 
best rule in matters of taste as it is in political economy ; and 
we earnestly beg our rulers to observe that the arts have de- 
clined in every state which has undertaken their official pro- 
tection, or has endeavoured to organize them under academies, 
Reynolds, Hogarth, Wilson, Gainsborough, and Barry flou- 
rished before the Royal Academy was founded, just as all the, 
great Italian, French, Flemish, Dutch, or Spanish masters’ 
flourished before academies were instituted in their lands; 
and most distinctly do we assert that the creation of State Art 
Schools produces no other public effect than to petrify na- 
tional genius, though it is true that it provides pay and place | 
for the ‘“ hangers on” of strong governments, such as we || 
have lately been afflicted with. || 
We call the attention of our readers to the report, in another || 
part of the Journat, of the case in which the Uxbridge Board | 
of Health figures, on account of the contamination of the stream | 
by their sewerage ; and we may also mention that the Croydon |) 
Local Board of Health appears to be in an equal “ fix” with | 
respect to the disposal of its refuse. What becomes of the | 
large incomes Mr. Chadwick assured the unlucky towns which || 
adopted his nostrums they would derive from the disposal of | 
their “‘ sewage manure?” By the way, during a rapid visit|| 
we lately made to the north of Italy, we took the opportunity | 
of making some inquiries into the nature of the marcite of 
Lombardy ; for we always suspected that Mr. Chadwick would | 
not have talked so much about them if they really were of the} 
nature he represented them to be. The result of these in-| 
quiries was to convince us that the often printed and reprinted | 
letters from Milan were as valueless as the rest of Mr. Chad- || 
wick’s scientific observations ; and we propose, therefore, to| 
give on some future occasion a short notice upon these cele-| 
brated water-meadows. | 
The attention of the directors of water companies is also} 
called particularly to Mr. Ker Seymour’s motion for a return | 
with respect to their operations, and to their contributions to | 
the poor rates. When will the companies see the necessity | 
for co-operating to secure an examination of these burdens? || 
In the metropolis itself, the creation of new Parks, or places || 
for public recreation, seems to have received a heavy blow | 
and great discouragement, on account of the refusal of the| 
Legislature to vote the funds of the nation for the beautifica- || 
tion of London. For our own parts, we think that the House || 
of Commons acted very wisely in rejecting the application for | 
aid towards the Finsbury Park; and most heartily do we 
approve the principle that Londoners should, without assist. | 
ance, pay for the works which will exclusively benefit them- || 
selves. At the same time, we would urge the Metropolitan |! 
Board by no means to relax their efforts in favour of the | 
classes who are so much in want of places for healthy recrea- || 
tion. Parks are wanted; and, although a few noisy dema- || 
gogues may exclaim against the outlay for their formation, the | 
Metropolitan Board may be assured that little real objection | 
will exist on the part of the majority of the ratepayers. For 
our own parts, we believe that the formation of these parks, 
will do more for the improvement of the health of London, 
than the intercepting sewers themselves; and the last returns 
of the Registrar-General certainly indicate that the mortality 
is but slightly affected by the foul state of the Thames. Ne- 
vertheless, we again remind the public that, whatever may be 
the sanitary value of this great work, it has been already 
delayed two years, in consequence of the intermeddling of 
the autocrat of the Board of Works, who was carried into 
office upon the strength of the ‘‘ Local Self-Government ” cry. 
Some time since we called the attention of manufacturers to 
the growing tendency of the medical officers of the local boards 
of works to interfere with trade; and again we urge them to 
combine in some way to protect their own rights. The crab- 
boiling prosecutions of Dr. Letheby, the antimony-smelting 
prosecution at Kennington, and the Deptford Creek prosecu- 
tions, appear to indicate a growing desire on the part of the 
medical profession to step beyond the limits of their vocation. 
Really, if manufacturers must be exposed to such vexatious 
interferences, it would be preferable at once to adopt the 
French system of preliminary investigations, At present, no 
manufacturer’s property seems to be safe from the attacks of 
interested professional men, who have patents for the prevention 
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|'of nuisances, or who may be professionally consulted for the 
purpose of abating any supposed inconvenience. Manufac- 
turers, indeed, may depend upon it that they have still to learn 
the amount of mischief to which they are exposed by the word- 
‘ing of some recent Acts of Parliament, or of the jobbery which 
may be effected at their, the manufacturers’, expense, under 
cover of those Acts. The working classes, too, will shortly 
‘find, to their cost, that their officious guardians are actively 
engaged in destroying their means of living under pretext of 
protecting their lives. 


Circular to Gas Compantes. 





| WE are as yet unable to gratify the reasonable curiosity of a 
large section of our readers with any further authentic details 
_respecting the contract recently made with Messrs. Priors by 
the Great Central Consumers’ Gas Company; but the rumour 
that Mr. Croll’s price of Is. 9d. per 1000 feet of gas con- 
sumed is the price accepted by the new contractors reaches us 
from so many well-informed quarters, that we are inclined to 
believe in its accuracy. We understand also, that Dr. Letheby 
and Dr. Leeson are engaged in determining the conditions to 
be introduced into the contract with regard to quality and illu- 
minating power; and if the screenings of household coals are 
to be extensively employed, we venture to suggest to them 
that carbonic acid is one of the impurities which may be pro- 
duced in excessive quantities, and that it is incumbent upon 
them to require that the gas shall be perfectly purified from 
a compound which so injuriously affects its luminiferous pro- 
perties. It has always been more or less present in the gas of 
this company, and the proposed substitution of oxide of iron 
for wet lime will inevitably increase the proportion, unless some 
special precautions are adopted for its elimination. The 
matter is too important to be passed over without some protec- 


tion being secured under an arrangement which is said to be | : : 
| best local means of supply to the wants of the inhabitants, so as 


for the long term of twelve years. 

The shrewd and clear-headed citizens of Dublin appear re- 
solved to profit by the experience of their duped brethren in 
Sheffield and elsewhere, and propose taking the “ gas ques- 
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tion”’ into their own hands, rather than suffer themselves to | 


be cajoled into a contest by adventurers whose trade is agita- 
tion and whose patriotism is as selfish as some of their ante- 
cedents are disreputable. At a mecting held on the 18th ult., 
at which the Lord Mayor presided, a committee of five re- 
spectable consumers was appointed to confer with the gas com- 
panies, with the view of inducing them to reduce the price of 
gas gradually from 5s. 10d. to 4s. 9d. per 1000 feet. It is 


well known that when this exotic agitation commenced, the | 


Dublin gas companies contemplated an early reduction in the 
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sheets are very satisfactory, and should stimulate other gas 
managers to produce equally creditable results. 

At an informal meeting of the shareholders in the Birken- 
head and Claughton Gas and Water Company, held on the 
15th ult., the chairman stated his readiness to place the 
capital account on a proper basis, by refunding the difference 
between the sum actually expended by him on the under- 
taking up to the end of 1841, and the £50,000 he received 
from the present company, provided the various parties inte- 
rested accepted the compromise. Mr. Jackson has done him- 
self great credit by this liberal offer; and, provided the sums 
paid to the shareholders in dividends have not exceeded 10 
per cent. on the reduced capital, we apprehend it meets the 
financial difficulty in which this irregular sale had placed the 
company. A curious instance of the opposite views taken by 
eminent counsel on the identical same case was mentioned by 
Mr. Jackson in the course of the proceedings, Mr. Serjeant 
Byles having given it as his opinion that the sale of 1841 was 
perfectly legal, and Mr. Roundel Palmer being of the contrary 
opinion. A somewhat similar case has heen mentioned, 
where the opinion of counsel was taken by two incorporated 
gas companies, who were disposed to divide their district if no 
legal impediment existed. The new Solicitor-General advised 
that it would be a violation of their Act of Incorporation, whilst 
Mr. Merewether, the other counsel consulted, saw no such in- 
superable obstacle. The proposition was, however, abandoned. 


Conwununicateds Articles. 
THE NEW WATER-WORKS AT MONTROSE. 

The royal burgh of Montrose can now boast of having a water 
supply which, in point of excellence, abundance, and economy, may 
be envied by towns of much greater magnitude, where a larger 
proportionate amount of money has been spent, without having 


attained nearly so satisfactory a result. The new water-works at 
Montrose may, indeed, serve as a model in the adaptation of the 





to provide an ample quantity of water for present and prospective 
uses by making available the most accessible natural reservoirs, 
and by obtaining and applying the mechanical power required in 
the most economical manner. 

The town of Montrose had, for upwards of 100 years, depended 
for its water supply on copious springs from the hill of Hedderwick, 


| a few miles distant, the water from which was conducted in wooden 


pipes. This source of supply has, for a long time past, proved 
inadequate to the wants of the inhabitants, and in dry weather it 
did not yield more than four gallons a day for each individual. 
This scarcity of water, at the time when it was most wanted, in- 
duced the Town Council to consider the means by which a more 
ample supply might be obtained. The object to which attention 
was first directed was to prevent the waste in the wooden conduit, 


| it being supposed that if the water from the springs were properly 


price, and a rectification of some of the errors which the laxity | 


produced by a fierce competition had introduced into their 
internal administration. To yield, however, to the senseless 
clamour for gas at 3s. per 1000 feet would have been an act 
of inexcusable weakness on the part of the companies ; but now 
that a disposition is shown by the respectable and influential 
consumers to meet them in a fair and friendly spirit, we have 
no doubt the matter will be satisfactorily arranged, notwith- 
standing the selfish attempts of the reckless adventurers to 
prolong the agitation. 
| In compliance with repeated and numerous suggestions 
from the managers of the smaller class of provincial gas- 
works, we publish in another column the balance-sheets of 
two such establishments in the Midland Counties, the quan- 
tity of gas produced in each being less than 5,000,000 feet 
per annum. In the case of Worksop, the maximum price of 
gas is 5s. 10d. per 1000 feet, exclusive of meter rent, with 
coals at 10s. 6d. per ton; and the last year’s operations have 
been so successful that it has been resolved to reduce it to 5s. 
At Woburn, with coals at a fraction below 20s. 6d. per ton, 
the latter price suffices to pay a dividend of 73 per cent., and 
the report states that a sufficient surplus has accumulated in 
seven years to enable the directors to double the manufacturing 
capabilities of the retorts, including the alterations of the build- 
Ings, with new iron roof, chimney, &c., without contracting any 
debt, or increasing the capital. It should, however, be stated, 
sg nearly one half of the entire private gas rental is paid by 
|| the establishments of His Grace the Duke of Bedford; and 
—o of * rent ” in the balance-sheet induces us to believe 
| that the premises are not freehold. In these respects this is 
|@n exceptional case; 


interne 





husbanded, it would be sufficient to answer all demands. The 
only question in dispute with the Town Council was, whether the 


| new pipes should be of lead or of cast iron. Lead carried the day, 


| flow through a course of three miles. 


and pipes, three inches in diameter, were accordingly laid down 
from the springs to the town. For twenty years the good people 
of the royal burgh of Montrose were thus supplied with the lead- 
pipe water, witpout experiencing, or at least without being conscious 
of, any prejudicial effects from contamination by that metal in its 
In 1846, however, the three- 
inch pipe was found not to convey enough water for the inhabitants ; 
and the Town Council of Montrose, not being then so learned as 
people profess to be now-a-days, when asmall pipeissaid to have equal 
capacity for conducting fluids as capacious drains, determined to 
substitute a six-inch cast-iron pipe for the smaller one of lead. By 


| this plan, it may be supposed, they obtained greater facility for con- 
| ducting the water; and the arrangement was so economically con- 


ducted, that, instead of having to pay for the additional conducting 
power, the Town Council was £300 in pocket by the completion 


| of the work, for the produce of the sale of the lead pipes so much 
| more than covered the cost of laying down the larger pipes of cast 
| iron. 


But, unluckily, the springs did not become more copious 


| by the enlargement of the pipes—and the pipe-drainage theorists 


but, generally speaking, both balance- ‘ 


may perhaps adduce the case of Montrose as a confirmation of their 
notions—for though the pipes had a capacity four times greater than 
those which they supplanted, the water supply was not materially 
improved, and in dry weather, as already stated, it was limited to 
four gallons per head. 
Engineers, hydraulicists, geologists, and other “ists” and 
“‘icians,” were then consulted as to the best sources of supply, and 
the results of their labours and consultations were the formation 
of various schemes which, either on account of their great estimated 
cost, or their uncertainty, were abandoned as unsuitable, and the 
hope of being provided with an increased quantity of water was 
almost relinquished. 
In 1854 the subject was again brought forward, on the proposi- 
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tion of Mr. J ameson, a member of the Town Council, to obtain a 


nanan to ascertain the quantity of water likely to be obtained 
rom that source. The “haugh of Kinnaber” is a perfectly level 
gravelly deposit, about one mile long, and one-third of a mile in 
breadth. The gravel rests on amygdaloidal trap rock, in the valley 
of the Northesk River, which skirts its northern border three miles 
north from Montrose, and two miles from the German Ocean. This 


was fully charged with excellent water. 


feet wide, from which water was continued to be pumped from 
June to December, without intermission, day and night. For the 


which it diminished, after four or five months’ constant pumping, 
to its minimum of 180,000 gallons. The result from this well, 
which was sunk on the side of the “ haugh” most distant from the 
river, was considered sufliciently satisfactory to justify proceeding 
with the work. The well was widened to a diameter of 25 feet, 
and sunk to 22 feet, at which depth a drift was cut from it along 
the surface of the rock in the direction of the river. 
of water from this adit is estimated to be equal to three-quarters 
ofa gallon per minute for every yard in length, or about 9000 gallons 
|a day, and there is still 250 yards of space before reaching the river 
|side. The notion appears to be entertained, that, by extending these 
| drifts parallel to the river, an indefinite increase of water may be 
obtained. In this expectation, however, the engineer would most 
probably be disappointed, for the extension of the adits of course 
only facilitates the drainage, and does not add to the quantity of 
water collected. The annual fall of water on the “haugh of Kinna- 
ber,” estimating it at an average of 24 inches, would amount to 
about 160,000,000 galions, equal to supply 440,000 gallons daily, 





the “ haugh”—an extensive hollow in the rock—receive the drain- 
age from the higher lands, which is very probable, no plan of well- 


larger quantity. The minimum measure of water already obtained 
is, however, amply adequate to supply the present and probable 
wants of the inhabitants for many years to come. 


The quantity and the quality of the water to be obtained from 
the “haughof Kinnaber” having proved satisfactory, the construction 
of the works was determined on, and it was entrusted to Mr. Reid, 
who has managed to conduct the water to the inhabitants of Mont- 
rose most efficiently and economically. A reservoir, into which 
the water is pumped, was formed on the top of Sunnyside Hill, 
250 yards distant from the well, and at an elevation of 141 feet 
above the average level of the water. The reservoir is 100 feet 
long, 544 feet wide, and 9 feet deep. It is built in at the sides, 
tiled at the bottom, and is roofed over. The power employed is 
obtained from the river, by what in Scotland is called a “ lade” 
branching off about 1000 yards above the works, and being led 
down on the south side margin of the “haugh.” This water-course 
formerly drove a corn-mill, and the acting power of the water was 
je estimated at from 8 to 10 horses, with a fall of 4 feet 
2 inches. The “lade” has since been widened, and otherwise 
greatly improved, so that the available fall is now fully 6 feet. 
The river, in its lowest condition, will supply from 2600 to 2800 
cubic feet of water per minute; and the power thus obtained is 
considered equivalent to that of 21 horses. The water-wheel is 16 
feet diameter and 12} feet wide. The water is let on by lowering 
the sluice-board, thus allowing the stream to pass over its upper 
edge; by which arrangement, when less than the full stream is let 
on the wheel, the power is received from the upper surface of the 
water. There is a horizontal double-action force pump, with 
eylinder of 104 inches bore, and a stroke of 3} feet, which may be 
varied in length down to 30 inches. The feed-pipe from the well 
is 56 yards long and 10 inches in diameter, and the average height 
from the surface of the water in the well to the pump is 15 feet. 
The main which conducts the water from the pump to the reservoir 
is 10 inches bore and 210 yards long, and the surface of the stand- 
pipe in the reservoir is 126 feet above the level of the pump, thus 
making the total elevation from the water in the well, 141 feet. 
|| The water-wheel makes 7+ revolutions per minute, and works the 
pump at the rate of 21 strokes per minute. The main from the 
Sunnyside reservoir to the town reservoir, for distribution, is 12 
|| inches in diameter; but it is graduated down to 11, 10,9, and 8 
inches, the total length of the main being 5000 yards. The town 
|| reservoir is nearly one-tenth the capacity of the one at Sunnyside, 
and is situated about 125 feet above the level of the streets in the 

centre of the town. The main pipe is laid under the turnpike- 

road leading from Sunnyside to Montrose, the trustees having 
| granted that privilege free. No Act of Parliament has been re- 
|quired; for the present Act, under which the Commissioners of 
| Police are constituted (Vic. 13 and 14, cap. 33), provides for such 
|| works, and for rating, Xe. 


| The cost of the whole works will be under £9000, and the an- 
|nual charge, including a rental of £150, is estimated at less than 
| £300. The water-rate, it is expected, will be 9d. or 10d. per pound 
ijrental. The lands from which the water is drawn, the water- 
power, and the reservoir at Sunnyside, about two acres, have 











first few days the yield was about 350,000 gallons a day, from | 


The increase | 
| census amounted to 15,000, with nearly 50 gallons per day for 


not taking into account loss by leakage or evaporation; and, unless | 


sinking or draining could extract from that source of supply a | 


| the tubular ingot while stationary, as specified 
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supply of water by the drainage of the “ haugh of Kinnaber ;” | 
and Mr. John Reid, a local engineer, was appointed to make ex- | 


gravel deposit averages from ten to twenty feet in thickness, and | 
Mr. Reid commenced his | 
experimental works about two years ago, by sinking a well 16 | 
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| been leased in perpetuity by John Duncan, Esq., the proprietor, to | 
the Commissioners of Police, with right to construct under-ground 
works and to seek for water, on paying surface damage to crops. 
Though the supply from the new water-works seems to be un- 
limited, the old supply from the springs at Hedderwick is to be 
| continued; and arrangements have been completed for delivering 
either kind of water through one or both systems of pipes, or sepa- 
rately. When separate, the head-pressure by the old system is not 
one-half so great as that of the new;. and the quality of the water 
from Kinnaber is superior to that from the springs, for the latter is 
strongly impregnated with carbonate of lime. 

On the opening of the new water-works, which took place with 
much ceremony on the 28th of May last, a grand jet d’eau played 
from the main in the centre of the town for four hours, throwing 
up a column of water from a one-inch jet to a height of 70 feet; 
and when a fire-engine jet was applied, the water rushed upwards 
with great velocity to a height of 100 feet above the level of the 
street. On the same occasion water was pumped from the well into 
the reservoir at Sunnyside at the rate of 500 gallons per minute, 
which is equivalent to 720,000 gallons during the 24 hours. The 
mechanical power employed is, therefore, adequate to supply the 
population of the town of Montrose, which, according to the last 


each individual. That quantity is, indeed, a saperabundant supply; 
yet, according to the calculations of the engineer, it is not more 
than the drainage of the gravel deposit of Kinnaber will constantly 
yield. The people of Montrose may, therefore, congratulate them- 
selves on having been thus amply provided with one of the first 
necessaries of life, which they can well afford to share with a larger 
population. 


Correspondence. 
THE RIGHT MAN IN THE RIGHT PLACE. 

Sir,—Your last number contains a report of a meeting of the 
shareholders in the defunct Turkish Gas Company, and I am sur- 
prised to see you have permitted the opportunity to pass by with- 
out protesting against the extravagant charge of £1000, besides 
travelling expenses, paid to the two individuals who formed the 
deputation to Constantinople. The services of the distinguished 
engineer, whose name was paraded forth in the prospectuses of 
this company, might doubtless have been secured for the mission 
at the ordinary professional charge; but in lieu thereof, two mem- 
bers of the board, one a Regent Street retailer of gold lace and 
fringes, and the other a Turkey merchant in the City, were 
deputed to examine the capabilities for gas lighting of the eastern 
capital, and to explore the coal mines of Asia Minor; the one, 
perhaps, eager to see the wonders of the ancient Byzantium as well 
as those of ancient Rome, and the other nothing loth to visit his 
Constantinople friends without any charge upon his private funds. 
The job is too glaring to call for comment; aud I am surprised 
the shareholders have allowed themselves to be muict by it out 
of 5 per cent. upon their gross proposed capital. 

London, June 26, 1857. ONE oF TITE VIcTEMIZED. 


» 
5 
* 


Register Y Patents. 


3090.—Joun James Srzrp (the younger), and Joun AyLEswortH 

Bartey, of New York, U.S.A., for ‘* Improvements in the manufacture 

of seamless pipes and tubes.’ Patont dated Dec. 29, 1856. 

This invention relates to that mode of constructing tubing when it is 
elongated or thinned out lengthwise, as it were, from a close, thick, and 
comparatively short, tubular casting of metal, having no seam or split in 
it—being therefore, in fact, an ingot. 

The claim is for an improvement in the manufacture of seamless metal 
pipes or tubing ; the three encircling, and radial, hammering, or pressure- 
dies, when arranged relatively to each other, and operating together on 

, and in combination with 
the intermittent feed to the ingot or partially-tormed tube on or over the 
mandril, alternate with the compressive action of the dies as described. 
3105.—Witiiam M‘Outtock, of Kilmarnock, in the co. of Ayr, N.B., 

plumber, and Tuomas Kennepy, of the same place, water meter-maker, 
for “Improvements in slop-cocls or valves.’ Provisional protection only 

obtained, dated Dec. 3i, 1856. 

This invention relates to the urrangement and construction of stop-cocks 
or valves intended for the regulation of the flow of water, steam, and 
other liquids and wriform bodies, in such manner as to insure fluid tight- 
ness and a general satisfactory working action. As adapted for use in 
common domestic stop-cocks, the details of the improved apparatus con- 
sist of a main shell or enlarged tube forming the reception chamber for 
the water coming from the main by a lateral branch by which the shell 
is screwed on to the main. 

This shell or chamber is open throughout, and it has near it 
an internal shoulder for sustaining an elasti 
able elastic material, such being of a diameter to fill the bore of the| 
chamber, whilst it is set upin position by an end screw-plug. The oppo-| 
site, or front end of the chamber is screwed internally for the reception Of | 
an external screw formed upon the moveable discharging branch of the |) 
stop-cock. This discharging branch has its inner entered end plainly || 
squared off, and it is so contrived that when screwed up in tke internal|| 
screw or nut of the main shell, this squared end comes in forcible contact 
with the elastic end, disc, or washer, already alluded to. ‘The branch is| 
encircled by a cup-piece or disc of some soft or elastic material for ad 
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purpose of making a tight junction with the front end of the main 
chamber, where it is entered ; this cup-piece being covered and set up by 
a milled-edged washer or disc, screwing on to the outside end of the main 
shell. The discharge-branch is of considerably smaller diameter than the 


round it, the lateral branch from the main being connected ata part of the 
shell between the internal shoulder at one end and the screwed or nut 
portion at the other. The outer projecting end of the discharge-branch 








is of course curved in the usual manner. When the user turns the 
curved end of this branch in one direction, the screw action forces the 
||open inner squared end of the entered portion of the branch hard up 
against the elastic end washer, so as most effectually to prevent the access 
of water from the main shell into the open end of the branch. But when 
turned in the reverse direction, the screw action withdraws the pipe end 
from its elastic face, and permits the water to enter the open end, and 
|| flow right out by the curved branch. 

|| This stop-cock can be made to discharge water at any part of the revo- 
|| lution of the discharge-branch by setting up the end elastic washer more 
|| or less, as may be required. wae ; 

| | This stop-cock or valve may obviously be modified in various ways, and 
|| fitted up with various details, as may be demanded under the special cir- 
| cumstances of its application. 


||16.—Joun M‘Lennan, of 6, Park Place, Highbury, Islington; Joun 
| Paumer, and Joun Henry Patmer, of 60, Mildmay Street, Stoke 





Newington, for ‘‘ An economical gaslight generator and consumer,” 
|| Provisional protection only obtained. Dated Jan. 2, 1857. 

|| This invention consists in causing the gaslight to expand or be drawn out, 
|| thereby obtaining a more brilliant light as well as ensuring the perfect 
|| combustion of the gas, and which are accomplished by placing upon the 
| top of the glassa small dome, the diameter of which is about one-third the 
| diameter of the glass, and the lieight of the dome about the same as the 
|| width. The dome is fastened to the glass in any suitable manner—pro- 


| 


-|| viding, however, sufficient space for the admission of air. 
\| 


|| 31,—ALEXANDER Anevus Crott, of Harold’s Wood Lodge, near Rom- 
ford, in the co. of Essex, civil engineer, for ‘‘ Improvements in the 
manufacture of coal gas.” Patent dated Jan. 3, 1857. 
|| Heretofore in the manufacture of coal gas, it has been the practice to 
supply the coal to the retorts for distillation in comparatively large 
quantities, so that the charge in each retort is of considerable bulk, which 
has been found to be a disadvantage; and these improvements consist in 
|| supplying the coal in such a manner that it may be distributed in thin 
layers in the retorts so as to facilitate rapidity of operation. The patentee 
prefers to have the coal reduced to small particles, and to keep up a 
uniform supply by the application of self-feeding apparatus to the retorts 
in place of the ordinary mode; and this is effected by the distribution 
lof the coal in the retorts by inclining the retorts or by means of dis- 
| tributors. oom 
|| The claim is for the adaptation or combination of means whereby the 
||manufacture of coal gas is facilitated in manner substantially as ex- 


|| plained. 





PROVISIONAL PROTECTION 

i] HAS BEEN GRANTED FOR THE UNDERMENTIONED PATENTS. 

|| 650.—THomas Jerrerson Tuompson, of Greenwood Park, Newry, in 

|| the co. of Down, Ireland, for “‘ Improvements in the construction of gas- 
ometers, whereby they are rendered applicable to lighting railway carriages.” 

| March 5, 1857. . 

|| 1200.—Davip Cuapwick, of Salford, in the co. of Lancaster, gentleman, 

| and Hersert Frost, of Manchester, in the same co., machinist, for 

| «© Improvements in apparatus for measuring water and other liquids, and 
gas; applicable also to the purpose of obtaining motive power.” April 
25, 1857. 

[PR ae: Weicurman Harrison, of Woolwich, in the co. of 
| Kent, civil engineer, for “‘ Improvements in obtaining light by electricity.” 
May 20, 1857. ae 
| 1428.—Epwarp Curtis Kemp, of Avon Place, Pershore Road, Birming- 

ham, Warwickshire, agent, for ‘ Improvements in chandelier or other 
| pendant gaslights, and in the fittings for the same.” May 20, 1857. 
1456.—Epwin Travis, of Oldham, in the co. of Lancaster, and Josepu 
Lovis CasarTELut, of the city of Manchester, in the same co., for 
_ An improved apparatus for regulating the supply and discharge of steam, 
air, water, and other fluids.’ May 23, 1857. 
1626.—Maxwett Mutter, of Glasgow, N.B., brass founder, for ** Jm- 
|. provements in cocks, taps, or valves.” June 10, 1857. 
1632,—ErrennE Lenore, of Paris, gasfitter, for “* Improvements in gas 
|. meters”? June 10, 1857. ’ 
1695.—Freperick Warner, of Jewin Crescent, Cripplegate, London, 
for “* Improvements in supplying water to water-closets and other vessels.”’ 
| June 17, 1857. ; 
/1713.—Tuomas Spencer, analytical chemist, of 21, Southampton Place, 
Euston Square, London, for “‘ Certain improvements in the purification 
of water, and other fluids and gaseous bodies.” June 19, 1857. 





NOTICES HAVE BEEN GIVEN OF INTENTION TO PROCEED 
WITH THE UNDERMENTIONED PATENTS. 
426.—D. A. Lams, of Berwick-upon-T weed, for “‘ Improvements in water- 
closets, and in apparatus connected therewith.” Feb, 14, 1857. 
445.—Wii1aM Cook, of Cornhill, in the City of London, for ** Zmprove- 
ments in apparatus for ventilating.” Feb. 14, 1857. 
1200.—Davin Cuapwick, of Salford, in the co. of Lancaster, gentleman, 
and Hersert Frost, of Manchester, in the same co., machinist, for 
“Improvements in apparatus for measuring water and other liquids, and 
gas ; applicable also to the purpose of obtaining motive power.” April 28, 
1857. 
sai ieee Curtis Kemp, of Avon Place, Pershore Road, Birming- 
ham, in the co. of Warwick, for ‘Zinprovements in chandelier or other 
pendant gaslights, and in the fittings for the same.” May 20, 1857. 
| 1612,—Joun Gxpex, of 4, Wellington Street South, Strand, London, 
| 
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patent agent, for ‘‘ Improvements in constructing gas retorts in the fur- 
naces of steam-engines, or other furnaces.’ June 9, 1857. 

1617.—Tuomas Hatz, of the State of Massachussetts, U.S. A., for “4 
new and useful or improved apparatus for heating and ventilating a 
building.’ June 9, 1857. 


Legal intelligqeiuce. 
COURT OF EXCHEQUER. 
TuurspDAy, JUNE 25. 
(Sittings at Nist Prius, before Mr. Baron Marry and a Special Jury.) 
THE LONDON GASLIGHT COMPANY 0. KIRK. 

Mr. Serjeant BALLANTINE appeared for the company, and Mr. Hawks 
for the defendant. | 
The action was brought to recover £250, the amount of four bills of 
exchange, accepted by the defendant, who by his pleas denied liability, on 

the ground that the bills were given to compromise a felony. 

The bills were put in, and the signature of the defendant proved. 

Mr. Hawkuss addressed the jury for the defendant, detailing the cireum- 
stances under which he had been induced to give the bills; and which, he 
contended, afforded a sufficient legal answer to the plaintiff's claim. 

Mr. T. Kirk, the defendant, said, he carried on business as a ham and 
beef dealer in the Haymarket. He took the business of a Mr. Clements; 
and, after he had been in possession some time, he substituted ring burners 
for argand burners. He used the ring burners about an hour a day. Con- 
sidered one kind of burner would be equivalent for the other. On the 20th 
of September, 1856, Mr. Cripps, one of the inspectors of the London Gas- 
light Company, came and saw the ring burners in use, and he said to de- 
fendant, “ This will be rather an expensive job; it isa felony. You will 
hear from us again; it is just the same as if any one were to take your 
hams out of the shop.” The same day he went and saw Mr. Tully, the 
chief inspector of the company, and proposed a compromise. Mr. Tully 
said he could do nothing; it must be brought before the board. A few 
days afterwards Tully called, and said he had stated the case to the board, 
and Mr, Martin, their solicitor, was waiting at Cripp’s office to settle the 
matter. Defendant went there. Cripps stated the case to Mr. Martin, in 
the presence of Tully. Mr. Martin requested Cripps and Tully to with- 
draw. Mr’ Martin then referred to some old newspapers, read some cases 
of fraud, said defendant's was a very strong case indeed, and the nalty 
would be £300. He also said, referring to the papers, “ You see that this 
is either a case of purse or person.” He then asked if defendant was pre- 
pared to pay down £50. Defendant said he could pay part then and would 
make up the rest the following day. Paid £25 then, and another £25 the 
next day. At the interview next day Mr. Martin drew up four bills—two 
for £50 and two for £75—for defendant to accept, and those were the bills 
for which he was now sued. Mr. Martin told Cripps that he need not cut 
off the gas, as he had arranged matters. Mr. Martin strictly enjoined 
secrecy, and told defendant that if Cripps or Tully asked anything about 
it defendant was to say that he had had to pay a good round sum. The 
bills were due on the 15th of October. On the 10th or 11th of October 
Martin called and made an appointment for the 14th to arrange about the 

ills. 

Mr. Serjeant BALLANTINE said he would admit that the company were 
responsible for the mode in which the bills were obtained, but submitted 
that, by the Act of Parliament, the defendant was liable to penalties of £5 
and 40s. a-day for each day that he should continue to use burners other 
than were approved by the company. 

Mr. Baron Martin said he should like to see any authority for taking 
money for penalties to be imposed by the decision of a magistrate. There 
seemed to be no consideration for the bills. If defendant stole gas it was 
as much a felony as if he stole a book. 

Mr. Serjeant BALLANTINE said, then his lordship was of opinion there 
was something to go to the jury. 

Mr. Baron MartIN answered in the affirmative. 

The defendant was then cross-examined; and in order to show good con- 
sideration for the bills, was asked if he did not intend to act honestly. He 
said he did, and he thought the ring burners only an equivalent to the 
argand. 

One of the ring burners was produced, and was about five inches in 
diameter, very much larger than argands. 

Mr. Hawkrys submitted that the plea of the defendant was made out, 
that he had stolen gas, and that there was no consideration for these bills. 

Mr. Serjeant BALLANTINE characterized the defence as most disgraceful, 
and contended that, as a matter of law, the company were justified in com- 
promising offences which were not indictable, but merely created for the 
protection of gas companies. 

The learned JupGE, in summing up, said it was his impression that it 
was an indictable offence to take bills of exchange from persons whom the 
Legislature intended to be punished by being prosecuted before a magis- 
trate, and he advised gas companies not to continue the practice. 

The jury found a verdict for the defendant. 





VIC E-CHANCELLOR’S COURT. 
WEDNESDAY, JUNE 24. 
(Before Vice-Chancellor Woop.) 
TOWER UV, WOODBRIDGE (THE CLERK TO THE UXBRIDGE DISTRICT LOGAL 
BOARD OF HEALTH). 


Mr. Roir and Mr. GirFArRD moved to commit the Uxbridge District 
Local Board of Health for breach of an injunction obtained by consent on 
the 23rd of April last, restraining them from causing any overflow of the 
river Colne so as to flood or injure the plaintifi’s property, and also from 
allowing any sewerage to flow into the river Colne by means of their works 
otherwise than in a state deodorized and free from anything offensive. 
The motion also asked, in the alternative, that the defendants might be 
ordered to prevent any sewerage from flowing from their works into the 
Colne, or in default thereof that they might stand committed to the Queen's 
Prison. It appeared that the defendants, who were constituted the local 
board of health for the Uxbridge district, under the Public Health Acts of 
1848 and 1849, and a provisional order of the 14th of June, 1853, had com- 
menced a system of drainage for the district, the outfall of their sewer and 
works into the river Colne being at a point immediately above the plaintift’s 
property, Huntsmore Park, through which the Colne, which was a clear 
stream stocked with trout, flowed. After some negotiation, with a view to 
obviating the threatened injury to the plaintifi’s property from the outfall 
of the sewerage and surface drainage of the town, the bill had been filed to 
restrain any interference by the defendants with the stream of the river 
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Colne at any point in their district above the plaintiff's me rty. An order 
had been made by consent of both parties, on the 23rd of April last, re- 
straining the defendants from causing any overflow of the Colne so as to 
injure the plaintiff's property, and also from allowing any sewerage to flow 
into the river Colne by means of their works otherwise than in a state 
deodorized and free from anything offensive. 

The plaintiff now moved to commit the defendants for breach of this 
order. 

Various affidavits from scientific and other witnesses were read as to the 
present state of the water below the outfall. 

Mr. Carmns and Mr. Brass, for the defendants, contended, upon the 
evidence, that no injury whatever was occasioned to any property either 
above or below the outfall; and that the injunction had been complied 
with in spirit and substance, and, at all events, to the best ability of the 
board of health. If thrown upon the strict meaning of the word “deo- 
dorize,” it meant “diminishing” rather than entirely removing the noxious 
odour, nor could the water by any process be treated so as to render it 
pure as crystal. 

The Vick-CHANCELLOR, without hearing the reply, said: It seems to me 
clear that, when this order was made, it was meant to ag in every 
way against the very difficulty which arises in all cases of this description 
of conflicting evidence. Of course, there are necessarily certain discre- 

cies, and some objectionable matter introduced into the affidavits. 
here is no doubt that there has been a breach of the injunction in this 
case, because the order which was made was that the defendants were to 
be restrained, first of all, from causing the river to overflow, and also from 
allowing any sewerage to flow into the river Colne, by means of their 
works, otherwise than in a state deodorized and free from anything 
offensive. It was perfectly manifest that the best mode which could be 
adopted, having re; to the conflict of opinion which exists in this case 
between Professor Way on the one side, and Dr. Letheby on the other, as 
to the effect of the sewerage on this water, was to order that it should not 
be allowed to run into the river except in a pure and free state. The 
— was to be “deodorized and free from anything offensive.” We 
certainly have some degree of difficulty as to the meaning of the word 
“deodorize.” No distinct evidence has been given of how that word arose, 
although I believe there might have been some evidence given as to how 
this term came into use. The letter of the 27th of April, 1854, was a letter 
from the Uxbridge Board of Health, in which they say this: “The 
Uxbridge District Local Board of Health have directed me to acknowledge 
the receipt of your letter of the 25th inst., and to inform you that their 
engineer had been instructed generally (as well in accordance with the 
wishes expressed by Christopher Tower, Esq., when he did me the favour 
to call upon me some time ago, and which were communicated to the local 
board), so as to arrange the works as to deodorize, precipitate, and free 
the supernatant water of everything offensive before it reaches the 
Colne.” We there find the words “deodorize” and “free the water of 
everything offensive.” Taking those words together, whatever doubt there 
may be on the word “ deodorize” itself, I think there cannot be a question 
| when it is coupled with “free the water of everything offensive,” that it 
|means offensive in smell, or any other manner in which it may be 
offensive. It certainly has to be kept free from any offensive smell as well 
as from anything offensive which might exist on the introduction of the 
water. It was said that that is a thing which science was unable to effect. 
The plaintiff seems to have been of that opinion also, butstill the defendant said 
it could be done; and thereupon Professor Way said, “I do not think science 
| can effect it; if you can do it, well and good; it may be that science has 
arrived at such a state as to be able to devise some mode of doing it. If 
you pour perfectly pure water in, I am content that that water shall be 
poured in.” The evidence which seems to me the strongest against the 
defendants is that of their own witnesses. Dr. Letheby gives most cre- 
ditable testimony; but the clear and distinct testimony he has given has 
the effect of putting those gentlemen who took his opinion, out of court. 
His evidence amounts to this——That he filled three bottles: he took 
one bottle from the sewer, after it was passed through the subsiding 
process, which was the first process, and before it got into the charcoal; 
when it got into the charcoal he filled another bottle; and he filled 
|@ third bottle just at the outfall where it came into the river. He 
says—‘“ The three specimens of sewer-water were found to have the 
same general properties and composition.” The charcoal, therefore, 
seemed to have done no good. The charcoal was obviously introduced 
for the purpose of deodorizing it. They did not employ lime, or Higg’s 
process, which is referred to in the bill, for the reason that it was de- 
structive of the fish. There was some objection taken by Mr. Tower to 
lime being employed, and it was not used, However, the charcoal pro- 
duced no effect on this water; because, he says, the three specimens had the 
same general properties and composition. He says—‘ They were some- 
what turbid from the presence of minute particles of organic matter, of 
myriads of animalcules, and of flocculi of carbon, and sulphuret of iron. 
They also had a disagreeable odour, and they were slightly alkaline, from 
the presence of free ammonia.” I suppose this unpleasant smell is caused 
by the presence of animal foeces. Then he says—“ On chemical analysis 
they were found to contain from 35 to 41 grains of solid matter in the 
imperial gallon. Of these from 4:5 to 7 grains consisted of organic matter; 
from 10°5 to 13°75 were composed of common salt, alkaline sulphates, and a 
little sulphate of lime; the remainder was silica, alumina, chalk, and sul- 
huret of iron; all of which are inert substances.”, Then he goes on to 
escribe the result. “In point of fact, the only matter which could be a 
source of annoyance or injury were the 5 to7 grains of living and dead 
organic material.” I have also the advantage of an analysis by another 
eminent gentleman, Mr. Campbell, an analytical chemist, called on behalf 
of the defendant. He found that the water above the junction contained 
only about 184 grains of solid matter, and about 1 grain of this vegetable 
matter, which Dr. a himself describes as a thing which may be a 
source of annoyance. When that is introduced into the river it clearly 
amounts to a breach of the order, which says, that they shall deodorize it 
and free it from anything offensive. The testimony of the other witnesses 
is really to the same effect. They all say that the water is very much 
disturbed. The difference between Dr. Letheby and Mr. Campbell is not 
very material. Dr. Letheby states that he found from 35 to 41 grains of 
solid matter in an imperial gallon, and Mr. Campbell found 43, compared 
with 194 above the stream. There was a considerable increase, therefore, 
of solid matter, which gave out a very disagreeable odour. Finding, there- 
fore, that this water, which is poured into the river at that point is not free 
from offensive smell, and likewise contains offensive inatter—which, accord- 
ing to Dr. Letheby’s evidence, may cause annoyance—under those circum- 





stances, I cannot have any doubt at all as to the injunction having been 


breach of an injunction would be an order of commitment; but, of course, | | 
we should not be inclined to press that. We ask, in the alternative, that | 
they may be prevented from allowing any sewerage of any kind tocomein. | | 

Mr. Carrs: I do not agree with my friend when he says he would be 
entitled to an order for commitment. H 

The Vick-CHANcELLoR: It is against a corporate body. 

Mr. Carkns: It would be ridiculous to commit a corporation. 

Mr. Girrarp: They all sit in a room together, I believe if we chose to 
be stringent that they would all go to prison. 

The Vice-CHANCELLOR: You are entitled at this time to an order that 
they do not admit any sewerage-water into the river above your ground 
without first applying to the court. I think they ought now to be called 
upon to satisfy the court that they have deodorized without further appli- 
cation to the court. 

Mr. Girrarp: Then the board must pay us our costs, charges, and | 
expenses. 

The Vick-CHANCELLOR: 
this injunction. 

Mr. Girrarp: The costs, charges, and expenses. 

The Vick-CHaNceLLor: Whatever the proper order is, I never heard of 
charges and expenses. . 

Mr. GirrarD: I am quite content to take what the ordinary form is in || 
a case of contempt. 

The Vice-CHANCELLOR: Mr. Bicknell (the registrar) says he never 
heard of costs, charges, and expenses. | | 

Mr. GirFARD: We will take whatever is usual. 

The Vicr-CHaNncELLor: I think the proper order now would be that 
they be restrained from allowing any sewerage to flow into the river Colne 
above the residence of the plaintiff without first applying to the court. | 

—_ Your honour will think it right to give time under that 
order 

The Vick-CHANCELLOR: There had better be a day fixed. In the gas 
company's case, which went before the Lord Chancellor, there was a day 
fixed. 

Mr. Girrarp: After this day week. | 

Mr. Cairns: This day week! Three months is the very least time that 
we can do itin. We are in a position in which the matter can be brought 
before the court. 

The Vice-CHancetvor: I think there should be some opportunity of 
dealing with it before the long vacation; therefore it shall be that you do 
not from and after the 28th of July. | 

Mr. Cairns: I am told it is utterly impossible to get the sewer made by | 
that time. 

The Vice-CHANcELLOR: I think it will be the better way to put it in 
that form, and you can have liberty to apply. Liberty to apply will involve | 
the whole order. Then, from and after the 28th of July, they are not to 
allow this water to run without first obtaining the leave of the court. 

Mr. GirFarb: I believe any one of the great contractors would do what 
is wanted in a week. 


I think you are entitled to have the costs of i} 





ASSESSMENT OF THE WHITBY GAS-WORKS. 

An appeal against the rating of the Whitby Gas-Works was heard at the 
magistrates’ office on the 16th ultimo. Mr. Breckon appeared for the | 
overseers of the townships of Whitby and Ruswarp; and Mr. ArKinsoy, | 
of the firm of Robinson and Atkinson, of Hull, for the proprietor of the 
gas-works. | 

Mr. Breckon proved the rate and data on which the valuation was made, | 
and referred to the case of the Queen v. the Birmingham Gaslight Company, 
showing that gas-works, being erections upon land, render it additionally | 
valuable, and were rateable to the poor at the sum for which the buildings, | 
&c., would let to a person willing to carry on the same business. He then} 
called upon the assistant overseer, who stated that he considered the gas- | 
works ought to be rated according to the value they would let for, and parties 
could be found in the town who would give £500 per annum. He (Mr. | 
Breckon) then produced the statements of gas-works in six neighbouring | 
towns, and argued from them that the Whitby Gas-Works were rated at a} 
very low scale. He said the works were first raised to £500, and the pro- | 
prietor of the works expressing himself dissatisfied, a meeting of the over- | 
seers and Mr. Atkinson took place, when it was mutually agreed that the| 
gas-works should be rated at £350. 

Mr. ArKINsoN, on behalf of the proprietor, said that the gas-works had 
been originally rated at £70 per annum, but the rate had suddenly been | 
raised as upon a rental of £542 per annum for the two townships, which | 
was afterwards temporarily reduced to £392. Against this rating an appeal | 
was lodged. The grounds of objection taken were six ; but, although both | 
rates could have been set aside on technical grounds, no merely formal | 
objection would be taken. The question was, whether the gas-works were | 
properly rated or not, and whether the valuation of the overseers was a' 
correct one. The fact of the manufacturing of gas being a trading concern, | 
and therefore subject to the same regulations as other trades, was first 
brought forward; and the difference to be observed between such works 
and water-works, the former being for the supply of a manufactured, the | 
latter of a spontaneously-produced article, was explained. The Act,6 and7 
Wm. IV., cap. 96, and 3 and 4 Vic., cap. 89, showed that premises were | 
not to be rated higher when trade is brisk. Two persons carrying on trade | 
successively in the same house, or both at the same time in the same’ 
street, and with exactly the same advantages, should be rated at the same | 
amount, although one might be successful and the other the opposite. It | 
was shown that the mains were not rateable, and that it was doubtful | 
whether, under the lease of the manor of Whitby, the lands on which the} 
mains lay were so; that the house, building land, and tanks alone were| 
rateable at their value, independently of the trade carried on. The current 
decisions showed—first, that vessels containing or conveying a saleable 
commodity were not to be rated ; second, that a house was to be rated at 
its value, not at its good will. He also said that the retorts of a gas-work | 
were analogous to the steam-engine boiler, brewer's copper, or still—the | 
condenser to the worm of a still, and the mains to the barrels of a brewery ;| 
and that, in charging the increased rate, all these articles would necessarily | 
be included in the amount. He then called the attention of the bench to| 
the late case of the Cambridge Gaslight Company versus the Cambridge | 
Guardians, in which the rating proposed by the appellants had been| 
adopted, and which had not been appealed against ; and he showed that, | 
if this case was followed, the rating at Whitby—if made in the same pro-| 
portion as the rate at Cambridge bore to the capital at the Cambridge | 
works—would be £123 only ; and, if the estimate was made on a com- | 
parison of the income only, £118. He then compared the average income | 
and amount of rate of six gas-works, helonging to towns very little larger | 





infringed. The only question is, as to the form of order to make. 





Mr. Girrarp: The order we should be entitled to as a consequence of a 











than Whitby, and showed that the rating should be only £120. 13s. 1d. 
The offer of parties to take a lease of the works was next commented upon, 
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as he said the expense of the replacements that had already taken place, 
and of those that were successively occurring, were taken no account of ; 
and the total impossibility of any company letting such works to the mercy | 
of any tenant without an immediate deterioration, was entirely overlooked. 
He said that such offers were frequently made in bravado, and the prin- 
ciple involved would, if followed out, issue in the formation of a limited 
liability company, to buy up the banks of Messrs. Simpson and Chapman 
and the ship-yards of Messrs. Barrick and others, and, in fact, the whole of 
the trading establishments of Whitby, upon their refusal to be rated at the 
unlimited discretion of the overseers. He showed that a very large annual 
amount indeed had been spent in improving the works, and it was pro- 
posed, as a final arrangernent, founded on a fair valuation and the averages | 
already given, that the Whitby rate should be considerably reduced. 
After witnesses had been called, the magistrates resolved to adopt the 
rinciple of allowing a rate upon the gross rateable value of the land, 
buildings, tanks, and the ground on which the mains are laid, postponing 
their final decision till Tuesday, the 7th of July, with a hope that arrange- 
ments would in the meanwhile be come to between the parties. 








BALANCE-SHEET OF THE 
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Miscellaneous News, 


EUROPEAN GAS COMPANY. | 
The Ordinary Half-Yearly Meeting of this Company was held on Wednes- 
day last, July 1, at the Offices of the Company—Suerrixtp NxAveE, Esq., | 





in the chair. || 


The SecrETARY read the advertisement convening the meeting, and also 
she directors’ report, giving a detailed statement of the operations at the 
teveral stations of the company, and recommending a dividend of 10s. per 
share, being at the rate of 5 per cent. per annum, together with a bonus of 
4s. per share. 

The minutes of the last half-yearly meeting having been read and con- 
firmed, the CuarrMAN briefly addressed the proprietors present upon the 
prospects of the undertaking. 

The report and accounts were adopted, and a dividend at the rate proposed 
declared. The retiring directors and auditor were re-elected, and the pro- | 


WORKSOP GAS COMPANY, 





£1,120 19 1 


£1,120 19 1 | 


* The price charged for gas is 5s. per 1000 feet, and nearly one half of the total quantity supplied is consumed in the establishments of the Duke of Bedford at Woburn 
Abbey and the Park Farin. 





RECEIPTS. 





Balance in hand lastyear. . . .. . » . . . £415,183 114 
Gas and rent of meters to Midsummer, 1856 £58 0 5 
do. do. Michaelmas, do. 59 14 8 
do. do. Christmas, do. .. . 202 10 6 
do, do. Lady-day, 1857... 183 5 9 

— 503 11 4 | 

Gas supplied to Park gate-lamp, 1 year. ‘ 220 

0. do, almshouses, os. ae. ‘ 100 

do. do, 28 town lamps, at £2. 2s. each ; 5816 0 

Gebeeniter. . «© © © ee we wee Ss 138 6 4 


SEVENTH ANNUAL ACCOUNT OF THE WOBURN GASLIGHT AND COKE COMPANY, 
FOR THE YEAR ENDING MARCH 25, 1857, | 





£1,119 9 74 





ALLEGED NUISANCE AT THE DOVER GAS-WORKS. 

At the meeting of the Dover Local Board of Health, held on the 18th ult., 

the subject of a petition and complaint made against the gas-works by Captain 

Neville was introduced; and the CLerx said that, since the last meeting, 

Captain Neville had called upon him, and produced several letters from par- 

ties resident in the vicinity, stating that a nuisance of a most obnoxious and 
prejudicial character arose from the gas-works. 








Alderman AsTLEY said the matter was referred from last week, to ascer- 
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Allowance on 156 quarters of lime, atls.6d.. . . . . . . 1114 0 
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ROCs Se Cee eR Oo Reo wD ee ew ws « OSS 
£1,119 9 7 


tain the clerk’s opinion whether the board were not cowpelled to direct a 
complaint of the nuisance to be made before the justices, now that the 
requirements of the Act had been complied with by the parties complaining. 
he CLERK said, by receiving a certificate from two medical gentlemen 
that there was a nuisance prejudicial to the public health, it became im- 
perative on the board to direct a complaint to be made before the justices. 
There was no alternative. 
Mr, Ropinson wished that the board should know, before taking proceed- 


FOR THE YEAR ENDING JUNE 1, 1857. || 
1 | 
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Dr. RECEIPTS, ; - EXPENDITURE. Cr. 
ON ak i Ne ee eg . a ae £345 18 4 | Paid one year’s dividend, due June 1,1856. . . . , £300 0 0 
To cash received for 1,458,000 cubic feet of gas to Do. interest on loans and advances . . . . . ke oe 313 18 4) 

Dec. 1, 1856, at 5s. 10d Cd a ok ee £425 5 0 By cost of 537 tonsofcoal. . . . . . , £280 10 11 } 

Lights, bycontractt. . . ...-. +e. ll 9 6 Do. lime we ee ee oe oe 34 011 

Amount due for 1,801,900 feet of gas to June 1, Do, repairs toworksandmains. ., . ... 3515 1 | 

eS SS ee ee ee ee 625 11 1 Do. wages. . . » © » « « « 79:19 6 

Lights, bycontract. . . +. . ». . + - 10 9 6 Do. retorts and setting. . . . 67 16 3 | 
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One year’s rentofmeter . . . .... . 200 Do. repairs, &c., publiclamps . . . . . . 63 6 4 

Amount due from Local Board of Health for one De. RMON. . 5 st et wt 8 $17 8 | 

year’s lighting of 84 lamps, at 57s. 6d. each . 24110 0 Do. salaries and collecting, . . . . . . 5412 8 
—— 1,258 5 1 Do. printing and stationery . . . . . 715 5 | 
Amount due forcoke sold. . . ...e « 201 12 10 Do. directors. . . . . 5 0 0 
Cash received fortarsold. . . . . « 55.18 2 Do. arrears of gas. 428 
Do. sundry payments 512 9 | 
Se £739 15 8 
Balance available for payment of dividend on £6000 original capital, | 
and half year’s interest on £1100 new shares. . . . . . 08 0 5) 
£1,861 14 5 £1,861 14 3) } 
Quantity of gas made at the works, as per station-meter, for the year ending June 1, 1857, 4,835,000 cubic feet. 
_ » | 
| 
SIXTH ANNUAL ACCOUNT OF THE WOBURN GASLIGHT AND COKE COMPANY, 
FOR THE YEAR ENDING MARCH 25, 1856, 
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lings, whether the two medical gentlemen, being army surgeons, were really 
|| medical practitioners, in the generally-accepted sense of the term. 
Mr. Baker called attention to a similar complaint that had been made 
!| before a metropolitan bench, in which time had been given for the abate- 
| | ment of the nuisance complained of. 
'| Mr. Mowtt said they had the assurance of Mr. Jones last week that every 
|| practicable means would be used to abate the nuisance ; and he hoped they 
'| would pause, and see what the gas company would do, before proceedings 
|| were taken against them, 4 
| Mr. Orraway considered that the Act of Parliament, very fortunately, 
took the matter out of their hands; and it was now only a question whether 
the certificate had been signed by what the law recognized as medical practi- 
tioners. I consider them to be so. har 
The Mayor was of Mr. Ottaway’s opinion, that the board could not escape 
from directing a complaint to be made before the justices, if the certificate 


was in accordance with the Act. ‘ 
In reply to Alderman Astley, the CLErk reiterated that the board had no 


ties complaining might apply to the Court of Queen’s Bench for a mandamus 
'to compel the board to proceed. Therefore, what answer could we give to 
the application? that is the question now. It would be only necessary for 
them to show that they had complained in the first instance to the local 
board. 

Mr. Mow tt said the answer would be, that the works were carried on as 
scientifically as any similar works in the kingdom, and the proprietors were 
about to adopt practicable means to abate the nuisance, for which the board 
wished to give reasonable time. i 

The CiERxK said, in this case, the board had not the option of deciding 
whether it was a nuisance or not. 

Mr. Povtrer wished to ask the clerk if the board were compelled to adopt 
proceedings immediately. If they were not, then they might give the gus 
|eompany a reasonable time to remedy what was complained of. 
| The Crerk read a letter from Messrs Auderson and Jones, explaining that 
measures were being taken to render the works in every respect perfectly 
innocuous, as follows :— . 

TO THE LOCAL BOARD OF HEALTH. 

Gentlemen,—We have to acknowledge the receipt of a copy of a letter purporting 
to be signed by Glastonbury Neville and others, representing that nuisances are caused 
by the Dover Gas- Works, and suggesting that such alleged nuisances may be lessened— 

1. By consuming our own smoke ; 9 

2. By deodorizing the salts by the application of chemical preparations ; 

3. By a total discontinuance of the manufacture of ammoniacal acid. 

As regards the first suggestion, we do consume our own smoke, and would con- 
sider it a favour if you appointed some person to watch the chimney, when it would 
be found that there is less smoke emitted therefrom than from an ordinary house 
|| chimney, and that the small quantity of smoke emitted is attributable to a slight 
| | irregularity in the flow of the tar to the furnace, caused by the reservoir being over 








some retorts not at work during the summer: this we have taken steps to remedy, 
by ordering a new tar tank, which is now on its passage to Dover from the foundry. 

We would not oppose, but assist in the application of the Smoke Nuisance Act to 
Dover, as we are fully aware that where there is smoke there is also a great loss of 
fuel. 

With reference to the second suggestion, we do apply chemical preparations in 
closed vessels, whereby the ammonia is most effectually fixed, without causing the 
slightest nuisance or smell. 

Thirdly, that which is said to be the manufacture of ammoniacal acid, is the 
evaporation and conversion of the ammoniacal liquor into sulphate of ammonia, after 
it has been effectually saturated, and its impurities removed—a process now well 
known, and proved as not detrimental to health. 

Annexed to the statement is a certificate, purporting to be signed by a surgeon 
and an assistant surgeon of the 42nd Royal Highlanders, stating that, from an in- 
spection of the gas-works, they are of opinion that they are detrimental to the health 
of the inhabitants. 

We are informed, and believe, that these gentlemen have not inspected the gas- 
works, and are therefore unable to give an opinion; but we would be vefy happy to 
meet any duly qualified medical practitioner or chemist nominated by you to inspect 
our works when and as often as necessary. 

The improvements we have effected in these works, in a sanitary point of view, 
since we have been the lessees, and the fact of having about £200 worth of machinery 
ordered, and in the course of being fixed, to enable us to ensure the consumption of 
smoke at all times of the year, and also to facilitate the entire closing of the tar 
tank, show that we are most anxious to conduct our business so as to cause the least 
possible annoyance to the neighbourhood; and we may state, without fear of con- 
tradiction, that our works are carried on in a most scientific manner, far superior to 
90 per cent. of the gas-works in the United Kingdom. 

It is very possible that the cause of blacks and stenches, referred to by the com- 
plainants, may be found to arise from the Castle drains, the bakeries in the neigh- 
bourhood, and also from certain piggeries and stables belonging to some of the com- 
plainants themselves. We have the honour to be, Xc., 

June 17, 1857. ANDERSON and Jones, 

Mr. WorsFoxp approved of the suggestion of Mr. Poulter. 

Mr. Mow moved, that the clerk be instructed to write to Captain Neville, 
informing him that the board had communicated his complaint to Messrs, 
Anderson and Jones, who were about to take measures to remove every cause 
of complaint, and requesting Captain Neville not to press for further proceed- 
ings until the effect of the endeavours to abate the nuisance be known. 

Alderman Pounp said there was such a difference of opinion in the board, 
that it never would be settled without going to the magistrates. It would be 
the most satisfactory mode of settling the matter. 

The motion of Mr. Mow1t was seconded by Mr. Povirrr, and unani- 
mously carried; and Mr. Jones was called in, and informed of the course 


decided on, 








THE GAS QUESTION IN DUBLIN. 

The Adjourned Meeting of the citizens of Dublin, convened to consider 
| the gas question, with a view of obtaining a reduction of the present price, 
| was held ou the 30th ult. at the Music Hall. The attendance was numerous, 
| Shortly after one o’clock the chair was taken by the Right Hon. the Lorp 
| Mayor. 
| His Lordship said the present meeting had been adjourned from the 18th 

of June, for the discussion of the cheap gas question. He had been told by 
an influential gentleman that he was not bound to preside over an adjourned 
meeting ; but the requisition had been so numerously and respectably signed 
that he thought it would have been discourteous if he refused to take the 
chair on the present ocasion. (Clicers.) He trusted that the discussion would 
be carried on as calmly and concisely as possible, and that some satisfactory 
conclusion would be come to before the meeting separated. (Hear.) 

Mr. H. Topp, by whom the adjournment had been moved at the previous 
meeting, suid he did not rise for the purpose so much of re-opening the 
discussion as of endeavouring to put an end to it, if possible; and the 
way in which he proposed to do so would be by making a suggestion 
which might meet the views of both parties. It was quite idle to think that 
the consumers of gas in Dublin could be convinced that gas could not be 
produced cheaper than it was at present. It was equally idle to suppose that 

|| the consumers could convince the gentlemen connected with the respective 
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alternative but to proceed. It was true that they might refuse, and the par- | 
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were now doing. Before they could establish a new company, it would perhaps 
take eighteen months or two years. He thought, in all fairness towards the 
| present companies, that they should put them to as little inconvenience 
as possible, and that they should give them the same time to arrange their | 
| affairs as it would require to set a going a new company. (Hear, hear.) His 
(Mr. Todd’s) opinion was, that gas could be manufactured and supplied at 
4s. per 1000 cubic feet. He had not the slightest doubt that it would pay a 
remunerating profit at 4s. 6d. However, it would not do to press the matter 
to its utmost extent, and what he had to suggest was, that the present gas 
companies should engage to reduce, within a limited time, the price of gas to 
4s, 9d. He knew that he stood somewhat in danger of being rather unpopular 
with the present meeting—(no, no)—in proposing to fix the price at 4s. 9d., 
for they heard a good deal of talk about three and threepenny gas. It might 
be quite possible to manufacture gas and burn it immediately outside the 
works at 3s. 3d.; but it was a different thing to convey it to distant parts 
of the city and sell it at that rate. He would suggest, then, that the existing 
companies should take into consideration whether they could not reduce the 
price of gas within a given time from 5s. 10d. to 4s. 9d. He made that 
suggestion upon his own individual responsibility, without any connexion 
with the gas companies on the one hand, or with the parties who were about 
to get up a new company on the other. (Hear.) He was actuated only by 
a desire to meet both parties in fairness; and he thought if the companies 
would only make the experiment, their own good sense would convince them 
that they would best consult their interests after trying the four and nine- 
penny price te reduce the rate still further, and supply gas at 4s. 6d. (Cheers.) 
‘The wealthy classes who resided in the squares burned gas in their halls and 
kitchens, perhaps only three months every year, at a rental of not more than 
30s. each, yet the meter which each of these persons had cost the company as 
much, perhaps, as it would where there was a consumption of £10 in the year. 
The present system of making the consumers pay meter rent was, therefore, 
unfair to the hardworking, industrious classes, who were the largest consu- 
mers of gas; and, in his opinion, the fair principle would be to make each 
party pay only for what he consumed. It had been said that a grocer might 
as well be expected to charge for his scales as a gas company to charge for 
their meters. But when a grocer sold a pound of tea or sugar, he did not 
give away his scales. (Laughter.) The gas companies were in a different 
position. Tuey must give away the meter to each consumer, and that became 
a very serious matter when the interest of the money was taken into account. 
Suppose a company invested £30,000 in meters, the interest on that sum 
would be £2000 a year, which was a large sum; and he did not see why 
consumers in the city should not be taxed for meters that were paying the 
companies almost nothing. (Hear, hear.) He would have no objection, how- 
ever, if the price were reduced to 4s. 9d., to allow the company to put on a 
meter tax. (Cries of ‘‘No.’?) He merely'threw out this suggestion asa 
friend to both parties, seeing that they were not likely to convert each other 
to their respective views as to the making of gas, He trusted the question 
would be discussed in a spirit of fair play and moderation, If not, it would 
be better for the gentlemen who represented the companies to retire from the 
meeting, and let those who wished to form a new company remain and de- 
cide upon the course they would pursue. (Hear, hear.) 

Mr. M‘Brrney observed that the matter had been put so fairly by Mr. 
Todd, there was very little left for him to say. He hoped the valuable sugges- 
tions which had been made would be adopted. He was not able of him- 
self to form an opinion respecting the figures brought forward at the last 
meeting, but in order to satisfy his mind, he determined to ask competent 
persons why gas could not be produced in Dublin as cheap as in Belfast, Cork, 
and Limerick? He went to the Alliance Gas Company, and saw Mr. Steven- 
son, and also Mr. Sanders, who was there, and in reply to him they stated 
that in Dublin they were put to great expense in collection, and also for gas 
meters. He said it was not fair to put this cost of collection upon the gas 
sold to persons who give any trouble; and they said that, in the absence of 
their respective directors, they could not undertake to propose any arrange- 
ment on the subject. He fully approved of Mr. Todd’s suggestion, and was 
willing to go in the same boat with him on the subject. They did not want 
to enter into any opposition, but if it was put upon them they had no other 
resource. ‘There were certainly many and serious difficulties in the way of 
the formation of anew company. £100,000 would be required, and before 
profit was made interest should be paid upon that sum, and then they should 
have a large staff of engineers, superintendents, secretaries, &c. It was 
stated to him by Mr. Flintoff, that a company could be formed under the 
Limited Liability Act, but he (Mr. M‘Birney) was not prepared to say whether 
the streets could be opened under that Act. Some said they could, and 
others said they could not. With respect to the estimate of expenditure 
given by Mr. Flintoff, he thought a margin should be allowed. (Hear.) He 
had put down £500 for law expenses, but it was not likely that sum would 
cover them. 

Mr. CANTWELL: I would be sorry you would get me off for £500. (Laughter.) 

Mr. M‘Brrney continued to say that by this time it was probable the 
secretaries of the two companies were in a position to state what they would 
do, and it would be well if they were to state it. (Hear, hear.) 

The Lorp Mayor, addressing Mr. Sanders, said the meeting desired to 
know if his company had any proposition to make to the consumers of gas? 

Mr. SANDERs rose, amid loud applause, and said he thought in the present 
state of affuirs it might be premature to ask him what decision the directors 
of his company would be likely to come to in reference to the proposal of his 
friend Mr..Todd. He did not make this observation because of any hesita- 
tion as to the course he should take at the meeting. He was fully autho- 
rized to do the best he could for those he represented, but nothing specific 
had come before the meeting. It might be wrong for him to state what they 
would do until he knew whether the meeting would act upon the suggestion 
thrown out by Mr. Todd. If Mr. Todd put his suggestion as a specific pro- 
position before the meeting, he (Mr. Sanders) should be immediately in a 
position to declare what was the intention of his directors, or himself, acting 
for them. (Hear, hear.) 

Mr. STEVENSON, on the part of the Alliance Gas Company, quite concurred 
in what had been said by Mr. Sanders. Mr. Todd had made a very valuable 
suggestion, but it was no more than a suggestion, that within a certain 
period the price of gas should be reduced to 4s. 9d. per 1000 cubic feet. That 
might be a very reasonable proposition in itself, but he would prefer that it 
should come before the meeting in a definite and tangible shape. (Applause.) 

Mr. Topp did not know exactly what the gentlemen meant by a specific 
resolution. Did they want a resolution passed declaring that if the price of 
gas was reduced to 4s. 9d. in a given time, agitation with regard to getting 
up a new company should cease? If that was what they required he would | 
know how to act. 

Mr. Sanpers: Before the gas companies are called upon to state what 
they will accept, it is only fair the meeting should state what they would | 
require. I simply require that Mr. Todd’s suggestion be made a substantive | 











|| companies, who of course had managed for the best the business that was com- 
|| mitted to their care, that they could manage their business better than they 


resolution in any shape he pleases, and when that is done, we will give a reply | 
that wiil either leave the question open for agitation or settle it. I vated | 
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| be brought before the meeting. I merely want that the general sense of 

|| the meeting will be taken upon the suggestion. 

| Mr. Topp said he would not so frame a resolution without taking time to 

|| confer with a few of the gentlemen who had taken so very active a part in 

|| getting up the new company. If time was allowed, a resolution might be 

|| prepared that would meet the wishes of all parties. 

|| Mr. SanpERs observed that Mr. Todd had acted s0 fairly in the matter, 
that he was perfectly satisfied to leave himself in his hands. 

|| Mr. Frovtorr came forward amid cheers and hisses and considerable con- 

||fusion, After some delay, he proceeded to sey the object of that meeting 
was to obtain good gas at a reduced rate. They did not want negotiations 
out of that room—everything ought to be done in a public manner. He ap- 
peared on behalf of the 2000 consumers of gas who signed the requisition to 

\, the Lord Mayor to convene the meeting, and he would never consent to 
secret negotiation. It had been proved before Parliament by the gas com- 


panies that if they could obtain a consumption of 200,000,000 cubic feet of | 


| gas, they could supply it at 3s.6}d. per 1000 cubic feet, and pay 10 per cent. 
on the outlay. This was 10 years ago, and now they had the assurance to 
come there to vindicate their present monopoly. (Cheers.) The object of 
that meeting was to form a new company. 
|| Mr. CanTWELL rose to order, and, after some interruption and discussion, 
|| required to know was there any resolution before the chair? 
ir. FLinToFF insisted upon being heard. 
The Lornp Mayor: There is no question now before me. 
Dr. Gray said that, in order to bring back the meeting to business, he 
would move that a committee of gas consumers be appointed to withdraw for 


a few moments, and consult as to whether the suggestion of Mr. Todd should | 


be acted on or not. (Hear.) He would move that the committee consist of 
Mr. Todd, Mr. M‘Birney, Mr. Flintoff, Mr. Norwood, Mr. M‘Swiney, Mr. 
Hely, Mr. Maguire, and Mr. Jury. 

A Voice: Yourself. 

Dr. Gray: I will be happy to act. The committee will consider whether 
the proposition should or should not be acted upon. If it is agreed to, all 

H further differences will be prevented. If it be not agreed to, then those who 
|| dissent can proceed to take such steps as they deem most prudent. 

Mr. Macurre seconded the motion. 

The Lorp Mayor: I think Dr. Gray’s suggestion is the best that can be 
made. I hope it will be agreed to. 

The resolution was put and carried. 

Mr. Topp declined to act on the committee. He made the suggestion for 
the benefit of all parties concerned. As he was anxious to act as a friend be- 
tween the contending parties, he wished to occupy a neutral position, and 
could not therefore go upon the committee. 

Mr. Fuintorr would consent to act upon the committee only upon the 

| distinct understanding that everything which passed should be laid fully 
before the meeting. If the present companies were prepared to drop the 
prices of their gas to London prices, the Gas Consumers’ Association would 
at once withdraw their opposition. (Hear, hear.) As Mr. Todd refused to 
act on the committee, he begged to move that Mr. Martin Burke be ap- 
pointed in his place. 
iar : 
The motion was agreed to. 
A Voice: Put a poor man on the committee. 3 
Dr. Gray: If the gentleman who has spoken will act on the committee, I 
will be happy to move him as a member of it. (Cheers.) 
The person referred to, whose name we understood to be Mr. M‘Kenna, 
presented himself on the platform, and his name was added to the committee. 
| The committee then retired, and came back into the meeting after an ab- 
sence of nearly three-quarters of an hour, when 
Mr. Norwoop came forward and said that, in obedience to the suggestions 
| which were made, the committee to whom the meeting had entrusted their 
interests, retired for a brief deliberation—Mr. M‘Birney being called to the 
chair, and he (Mr. Norwood) being requested to act as secretary. After some 
discussion the following resolution, which he hoped would meet with their 
approval, was proposed and carried by a large majority :—‘* That this meet- 
| ing, not wishing to be compelled to the formation of a mew company, unless 
|| driven to that course by the refusal on the part of the existing gas companies 
|| to reduce the price of gas to a reasonable amount, are prepared to accept the 
arrangement now proposed, viz., an immediate reduction from the Ist of 
July, 1857, of gas to the price of 5s. per 1000 cubic feet, and a further re- 
duction to the price of 4s. 9d. per 1000 cubic feet from and after the Ist of 
January, 1858, the quality to be of the usual parliamentary standard.” 
A Voice: And no meter rent. 
Mr. Norwoop : No. 
| Dr. Gray: As the retirement of the committee was only a matter of con- 
venience, and not caused by a desire to have any of their proceedings secret, 
it might be well to state, for the information of the meeting, while the reso- 
lutions were being written, that there was a very warm discussion on the 
subject of that resolution. Some members of the committee were of opinion 
that a longer period of time should be allowed the companies to make the 
reduction to 4s. 9d.; others were very anxious that 4s. 6d. should be the 
price named. He himself agreed with those who thought Mr. Todd's propo- 
sition ought to be accepted in its entirety, as coming from a man who had 
considered the subject deeply. Finally, as a matter of compromise, and for 
| the purpose of securing unanimity, the resolution which Mr. Norwood read 
| was agreed to. One gentleman, whose name it was not necessary to mention, 
left the committee before this resolution was proposed. 
|! Mr. Martin Burke: I was the person who dissented from the majority. 
|| Dr. Grav: It was after Mr. Burke had retired that the resolution was 
| proposed by Mr. Norwood, and carried with one dissentient voice, that of Mr. 
t Flintoff, who objected to the resolution im toto. (Iear, hear.) 

Mr. Fuintorr, who was received with mingled applause and hisses, said it 
was either true or not that gas could be supplied in Dublin at the rate of 
3s. 6d. per 1000 cubic feet. The Consumers’ Association maintained the 
affirmative of that proposition; but if, as a matter of expediency, they con- 
sented to the price of 4s. 9d., he should make no objection. However, as a 

| member of the committee, he could not support such a vote, because that was 
at least 25 per cent. above what they ought to pay for gas. (Cheers.) 

Mr. Norwoop thought that would be a convenient time to ask the repre- 
sentatives of the gas companies what they meant to do? 

| Mr. CANTWELL said the proper course, in the first instance, would be to 
| submit the resolution to the meeting, and let it be fairly discussed and dis- 
posed of. He, for one, would have no objection to the original proposition 
|| made by Mr. Todd. ? 
|| [Here a person in the body of the hall said he was a non-consumer at pre- 
|| sent, but would become a consumer if the price of gas were reduced to a 
||reasonable amount. He called upon Mr. Sanders to make his statement, as 
|| he said he had been empowered to do so by the directors of the Hibernian 
| Gas Company.] 
| Mr. Norwoop: If the secretaries of the companies are not prepared to 


|] 
i} 

| 
|] 
| 
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want to take advantage in the slightest manner of any proposition that may | make their statement now, I am ready to discuss the question; and I will | 


| 





| not be most effectually served by closing at once with the proposition—(‘ No, 
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ite 
show you either that the accounts of the gas companies are wrong, or that we 
ought to get gas cheaper from them. (Hear, hear.) | 
Mr. Stevenson had no hesitation in saying that he could not accept the | 
proposition now before the meeting without consulting with the directors of 
thecompany. Whatever resolution the meeting chose to pass would, doubt- 
less, be submitted through the Lord Mayor to the respective boards of the 
two companies ; and he could only say, that any resolution coming from his 
lordship would receive the most attentive consideration from the directors. 
The resolution now before the meeting involved large incomes, and the in- 
terests of a large proprietary ; and he would be totally forgetful of the duty 
which he owed to his board, and to the proprietors at large, if he consented 
to the proposition without consulting them. (Hear, hear.) || 
Mr. O’Brennan: You had a fortnight to consider of it and bring us an | 
answer. | 
Mr. Sanpers said it was not usual for the secretary of any company to 
have the purse-strings of the proprietors in his hands, or to accede to any 
proposition that was brought forward at a public meeting. They had a right 
to consult their directors if they found the propositions brought forward were | 
not such as they would feel themselves justified in accepting on the spot. 
(Hear, hear.) He had no hesitation in gaying that he was quite certain, if 
Mr. Todd’s proposition had been fairly received by the meeting, there would | 
not be much difficulty made about it. (Hear, hear.) He would not go into | 
a discussion as to the price of gas in Dublin. If he did, he had his pockets 
|| 


| 
| 
| 


full of evidence which would refute a great deal of what they had been told. 
(Hear, hear.) He plainly said that he was not in a position to accept the 
terms which had been proposed that day. 

Dr. Gray: After what had fallen from Mr. Sanders, indicating, as he un- 
derstood it, a willingness to recommend his directors to give their favourable 
consideration to the proposition which had emanated from Mr. Todd, he 
hoped the consumers would consider seriously whether their interests would 


no,” and “ Yes, yes””)—and thus get an immediate reduction, with a gra- 
dual reduction to 4s. 9d., than to enter upon a struggle from which the con- 
sumers would derive no benefit for two years, and during which time the 
companies would be enjoying all the advantages of high prices, and creating 
a reserve-fund wherewith to undersell and drive out of the market the new 
company when it would come into action. The sum in dispute was but 34., 
and for 3d. per 1000 it was questionable policy to enter on such a vast under- 
taking, if they could now get the company to accede, (Hear, hear.) The 
capitalists who were ready to invest their moneys would consider all those 
points; and the consumers ought, in his mind, to think for themselves, and 
consult their own interests rather than those of the capitalists. (Hear, hear.) | | 

The Lorp Mayor recommended to the meeting the adoption of the | 
suggestion which had been made. | 

Mr. Incram: If it is understood that that suggestion be adopted, I will 
not press my proposition. 

Mr. Topp, after some preliminary observations in reference to the manner 
iu which the meeting was then disturbed, by parties who would not, he said, 
do anything to promote the formation of a company, moved the following 
resolution :—** That should the present gas companies adopt the suggestion of 
H. W. Todd, and reduce the price of gas from 4s. 10d. to 4s. 9d. per thousand 
cubic feet within a period of eighteen months, the Gas Consumers’ Association 
agree to dissolve.” (‘*Hear,” and ‘No, no.’’) His reason for allowing 
eighteen months was simply this, that they could not get up a new company 
and get it into operation in less than that time; and he thought it but fair | 
that they should give the same time to the existing companies to rectify 
themselves and prepare for making a reduction. If they did not allow this || 
time, they would do a serious injury to the shareholders of the companies, | 
who were not responsible for the management or mismanagement, or what- | | 
ever it might be, of them. The shareholders had invested their money on 
account of the dividends that were paid, and that meeting ought not to do || 
anything hard that would injure existing interests. With respect to the 
4s. 9d., he should say that he was satisfied gas could be made and supplied | | 
for 4s. 6d., with a profit; but, was it worth their while to contest the matter 
with the present companies for the sake of threepence per thousand cubic | 
feet? (Hear, hear.) 

Mr. M‘Braney had much pleasure in seconding the motion, and said he | 
would not have anything to say to that movement if he considered that 
any of their acts would be calculated to interfere with the interests of the 
shareholders to the extent of even one farthing per annum. The dividend 
they received, viz., 6 per cent., was small; and he would like to know 
whether any gentleman promoting the establishment of a third company 
would be satisfied with less for his capital? The reason the shareholders 
of the present companies did not receive a larger dividend was because of the 
division of interest; and there was a melancholy instance of the effect of 
such deficiencies in the waste of money now going on in reference to the | 
contentions between two independent railway companies. They would | 
permit him to warn them against binding themselves to take shares in any 
new company without proper consideration and necessity for it; for as surely 
as they put down their names, they would be required to pay, and he was 
satisfied that, even when the first call was made, they would find themselves | | 
most unwilling to meet it. He hoped the meeting would have the good | | 
sense to adopt the resolution. iM 

Mr. Martin Burke observed that it was a bugbear to be talking about 
the danger of a new company and giving comments upon the advantage to 
the citizens of competition, and then referred to the services of the Lord 
Mayor as a citizen and manufacturer. He had before established a gas com- 
pany, and if it were to cost him £10,000 he would establish another, as the || 
companies had not acted in good faith. He concluded by moving as an 
amendment ‘*That the meeting do not accept the resolution agreed to by 
the committee, and that the gas company be required to reduce the price of 
gas to 3s, 6d. per 1000 cubic feet from the present time.”’ 

Mr. Miztarp, in seconding the amendment, said he was an old gas | 
agitator. He had just come from Liverpool, where, with others, he had 
been contending against a gas company that had a capital of £600,000. 
They were charging, when the movement commenced in Liverpool, 4s. 61. 
per 1000 cubic feet, and gas was now reduced to 4s., and the company 
were obliged to admit the correctness of all that had been stated respecting | 
the exorbitant charges. He was for cheapening gas to such an extent as to! | 
enable the poor working man to have the benefit of it in his room at a 
cost less than that of the miserable candle, and profit would be derived | 
from the enormous increase of consumption that would take place. | 

After some discussion, the Lorp Mayor submitted the proposition of Mr. 
Todd to the meeting, and declared that it was negatived by a majority of | | 
“ Noes.” His lordship then put the resolution proposed by Mr. Martin Burke | 
and Mr. Millard, that the price should be 3s. 6d., and announced that it was 
carried by a majority of “Ayes.” The result was received by the meeting 
with cheers, mingled with expressions of dissent. 

Mr. Iyeram then moved, ‘That a new company be formed under the 
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Limited Liability Act, in £5 shares, to be called the Independent Gas Con- 
sumers’ Company, for the purpose of supplying the city and neighbourhood 
of Dublin with gas, at a price not exceeding 4s. per 1000 cubic feet.”” After 
some delay, ‘ : 
Mr. O’ BkeENNAN seconded the resolution, and made some observations in 
support of the resolution, but owing to the uproar and confusion that pre- 
vailed, it was exceedingly difficult to catch his remarks, So far as we could 
collect what he said, he complained that the price of gas in Dublin was ex- 
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orbitant, and urged on the meeting to consult their own interests by pro- | 


moting the formation of the new company. 

After the lapse of several minutes, during which some of the gentlemen on 
the platform consulted together, 

Mr. Topp came hemenk and said he was authorized to declare that if the 
representatives of the Alliance and the Hibernian Gas Companies would now 
state that they adopted his (Mr. Todd’s) proposition, there would be an end 
to the matter. (Hear, hear.) 

Mr. CANTWELL: Is that the proposition you made first > 

Mr. Topp: Yes. 

Mr. CANTWELL said, that as a large shareholder in, and the solicitor to one 
of the companies referred to, he should advise the directors to accept Mr. 
Todd’s proposition. (Hear, hear.) He would not detain the meeting by 
entering into the many reasons which led him to that conclusion; but not 
one of the least of those considerations was to prevent his fellow citizens 
being led into the undertaking of a joint stock company such as that which 
it was proposed to form. (‘‘Oh, oh.’’) Gentlemen who were so anxious to 
get up this new company might cry “Oh,’”’ but for his part he had not the 
slightest objection to their endeavouring to get it up, and he would candidly 
tell them why. In opposing their project, as solicitor for the Alliance Gas 
Consumers’ Company, e would realize a considerable sum, 

Mr. Furmrorr: It is out now. 

Mr. CANTWELL said he was refuting the misrepresentations of Mr. Flintoff, 
who stated that the legal expense of getting up a new company would not 
amount to more than £500. 

Mr. Furnrorr: I said no such thing. 

Mr. CANTWELL: Every one present heard Mr. M‘Birney state that he had 
got Mr. Fliutoff’s estimate of the expenditure necessary for the formation of 
a new company, and that he set down the legal expenses of the proceeding at 
£500, (Hear, hear.) Mr. M‘Birney’s sagacity was not, however, deceived 
by that calculation, and he spoke truly when he informed them that ten 
times that sum would not cover the legal expenses which would be incurred 
in the establishment of a new company. (Hear, hear.) He (Mr. Cantwell) 
was now justifying the course which he was taking as a citizen, and a person 
having a considerable amount of property involved in one of the companies. 
(Loud cries of *‘ Oh, oh,”’ and cheers.) What was the meaning of these 
outcries? Did the gentlemen who shouted “ Oh, oh,” think that no man 
‘ought to be heard on that question who had anything to lose by it? 
(Laughter.) Judging by the course of proceeding that day, those who could 
not lose anything in such a venture were the very men who had spoken the 
most on that platform. 

Mr. Topp begged to recall to Mr. Cantwell’s recollection his object in making 
the suggestion now under consideration. His object was to make peace, but 
he feared the line of observation which Mr. Cantwell was pursuing was only 
calculated to create angry feeling on both sides, and retard or prevent an 
amicable settlement. ite hoped he would be excused for interrupting a 
gentleman of Mr. Cantwell’s high standing in the city, but he did so in the 
hope that some arrangement might be come to which would be satisfactory 
to all parties. The question was, would the representatives of the gas com- 
panies state whether they would accept his (Mr. Todd’s) original proposition 
or not? 

Mr. CANTWELL was glad he had been interrupted by Mr. Todd, who had 
acted on that, as on all previous occasions, with the greatest courtesy. He 
(Mr. Cantwell) was merely showing that, so far as his personal interests were 
concerned, it would be better for him that they should get up a third com- 
pany. He had now in his hands Mr. Flintoff’s printed estimate of law 
expenses at £500; and all he wished to say was, that he, as solicitor to one 
of the companies, would make more than the value of his entire shares by the 
litigation if a new company were started. (Hear.) In reply to Mr. Todd’s 
question, he repeated that he thought the suggestion made by that gentle- 
man was one which the directors of both companies ought to accede to. As 
solicitor to the Alliance Company, and as a large shareholder in it, he would 
advise the board to assent to that proposal, and he thought they would act 
an imprudent part if they rejected that advice. (Cheers.) He should add, 
that they, as well as the consumers, ought to feei grateful to Mr. Todd, Mr. 
M‘Birney, and Dr. Gray, for the pains they had taken to place before the 
public an arrangement that would in the end prove beneficial to all parties 
interested. (Cheers.) 3 

The Lorp Mayor said that he fully concurred in what had been stated 
by Mr. Cantwell. 

Mr. Topp said he was anxious that the day should not be lost, but that 
something practically useful for the citizens would be done. The gentlemen 
present connected with the gas companies were not in a position to carry out 
the details of the arrangement suggested, and in his opinion a committee 
ought to be appointed to communicate with the companies on the subject, so 
as not to incur the expense of an adjourned meeting. If the gentlemen from 
the two companies had gone as far as they could under the circumstances, he 
had no doubt in his mind that the companies would accept the suggestion, if 
a resolution approving of it were adopted by the meeting. He had just made 
a calculation of the saving to the citizens if they did so, and he found that it 
would amount to £15,000 or £16,000 a year. 

Mr. Macurre then said that he and his friends would accept Mr. Todd’s 
suggestions, and moved that a committee of five gentlemen be authorized by 
the meeting to confer with the gas companies as to the period at which the 
proposed suggestion of Mr. Todd will be carried out; and that the following 
gentlemen do form that committee :—Edward Hely, jun., David M‘Birney, 
H. W. Todd, William Jury, and Dr. Gray. 

Mr. BENJAMIN Fawcet, Henry Street, seconded the resolution, which was 
unanimously adopted. 

Mr. Todd was then called to the chair, anda warm vote of thanks was 
passed to the Lord Mayor for his dignified conduct in the chair. 


LAMBETH DISTRICT BOARD OF WORKS. 
Tuurspay, Jury 2. 
ALLEGED NUISANCE AT THE LONDON GAS-WORKS, VAUXHALL, 

At the meeting of the board this day—Mr. Churchwarden TEaGvs in the 
chair, : 

The CLERK of the vestry (Mr. Roffey) read the report of the general pur- 
poses committee, to which, on the 29th of May, it was referred to take into 
consideration the letter addressed to the board by the steward of the duchy 
of Cornwall, at the suggestion of Sir George Grey, complaining of the mode 








in which the operations of the London Gas Company at their works iu the ' taken before a magistrate, and a conviction was obtained. The question was not 





| nuisances complained of. 


| impracticable. 





; been read, 


High Street, Vauxhall, are carried on. It stated that the committee had || 
fully considered the subject, and had received a special report from Dr. 
Odling, the medical officer of the district, thereon, and that they had referred 
it to Mr. Roffey and Dr. Odling to prepare a reply to Mr. Gardiner’s letter, 
which reply, with Dr. Odling’s report, they now laid before the vestry. 

Dr. OpLING read his report, which was as follows :— 

In my last report to this vestry, in consequence of a letter which the clerk of the | | 
vestry had received from Mr. Gardiner, the steward of the duchy of Cornwall, and | | 
pursuant to the directions of the general purposes committee, I had the honour of | ; 
bringing under your consideration the condition of the London Gas-Works at Vaux- | | 
hall. You will remember that the subject was referred back for further considera- | | 
tion to the general purposes committee, at whose next meeting I presented a report 
on the subject. My report was favourably received by the committee, and the vestry 
clerk and I were desired to prepare a letter in reply to that of Mr. Gardiner. ‘This 
letter was read to, and approved of by, the committee at its second meeting, and | 
was instructed to read my report and the letter founded upon it at this vestry meet- H 
ing. The report is as follows :— 

“* There are two principal nuisances arising from gas-works. | 

‘1. The escape of vapours from the retort-house. These consist of a yellow), 
smoke which is always emitted during the charging and discharging of the retorts, 1! 
and also of an offensive steam containing sulphuretted hydrogen, due to the quench- | | 
ing by water of the red-hot coke. This nuisance exists in every gas-work in London | | 
to an amount almost directly proportional to the number of the retorts, and to the || 
quantity of gas made. There are, however, trifling differences in the modes of ope- || 
rating, by which the extent of nuisance is slightly affected. The plan employed in | | 
the London Gas-Works is equal to any that I have seen. It is identical with that | | 
used at the City Gas- Works, to which reference was made at the last vestry meeting. | 
I have no doubt as to the possibility of doing away with or mitigating this nuisance; | j 
but I am unable to adduce any proof of my position, because I can point to no gas- || 
works in which the nuisance has been r ied, and b all the remedial at- | | 
tempts that have been as yet made have proved unsuccessful. Probably many more | 
unsuccessful attempts will precede the achievement of a satisfactory result; but the | 
nuisance in question is not essential to gas-making, and, sooner or later, will be 
altogether obviated. 

“Phe other nuisance arises from the purification of the gas. The stench to | 
which the processes connected with the purification of gas formerly gave rise was 
intolerable. In all metropolitan gas-works that I have visited this nuisance has 
been very greatly abated, and in some works cannot now be said to exist. The 
purifying arrangements at present employed at the London Gas-Works are, in a| 
sanitary point of view, certainly equal if not superior to the metropolitan average. | 
I have, however, visited some works in which the purifying processes are conducted | 
still more inoffensively; but I know that at this present time the London Gas- | 
light Company are expending some thousands of pounds in altering their system of | 
purification so as to make it accord with that which, in my opinion, originates the | 
minimum of nuisance. It is impossible to declare positively the process of purifica- | 
tion that best accords with the words of the statute—‘ the best practical means for | 
abating such nuisance, or preventing or counteracting such effluvia’— though, for | 
my part, I feel confident that the oxide of iron process, when conducted with certain | 
precautions, is the least objectionable. I know that there are gas engineers and | 
chemists who speak as positively in favour of a certain modification of the wet lime | 
process. 

“The arrangements adopted at the London Gas-Works for preventing nuisance 
from the storeage of gas tar and ammoniacal liquor are quite satisfactory. 

“IT donotr 1 pr dings to be taken against the London Gaslight Com- 
pany under the Nuisances Removal Act for the following reasons :—Because it is | 
questionable whether or not by a legal quibble this Act might not be considered as 
altogether irrelevant to the case of gas, seeing that the manufacture of coal gas is the 
manufacture of the produce of an undoubted mineral, and that the 44th section of the 
Act prohibits any interference with such manufactures. Because on the completion | 
of the new purifiers now in course of construction, this company will, in my opinion, 
comply with the 27th section of the Act, which precludes the vestry from interfering 
under the Act with any trade nuisance, however great, provided the best practical 
means are taken to keep down the nuisance as much as possible. 

** I do not recommend proceedings to be taken at Common Law, because, although | 
the fact of nuisance or annoyance is unquestionable, I much doubt whether we | 
should obtain a verdict. 

“1. Because, were there any probability of such a result, the Prince’s counsel 
would doubtless have preferred an indictment, and not have called upon the parish to 
interfere. } 

** 2. Because we are unable to show that any specific injury to health has arisen | 
from the operations of the gas-works. | 
os: 3. Because the company will be able to plead an unmolested usage for more than 
20 years. 

** 4. Because they will be able to prove that the amount of nuisance now existing 
is very much less than heretofore, notwithstanding the increased quantity of gas 
manufactured. 

** 5. Because they will likewise be able to prove that the tendency of gas-works is 
to become every day less objectionable. } 

**6, Because we all know that the model lodging-houses are recent constructions | 
brought to the neighbourhood, and that other causes than the emanations from the 
gas-works have contributed to the unremunerative character of the investment. | 

** Moreover, even a successful verdict would have its disadvantages. We should | 
have a decrease of rates, an increase of paupers, a temporary failure in the supply, | 
and a permanent increase of price for the supply of gas. me 

** I was desirous that the statements I had to make to this vestry on the subject of | 
the London Gas-Works should not be supported solely by my individual authority, | 
and I therefore applied to my neighbour, Dr. Iliff, Jun., who, in his capacity of 
secretary to the trade nuisances committee of medical officers of health, had recently 
visited most of the metropolitan gas-works, to favour me with his written opinion, 
which is as follows :— 








** «6, Newington Place, June 4, 1857. 

“« * My dear Dr. Odling,—With reference to your inquiries concerning the London 
Gas Company’s works, I may remark that the trades nuisances committee of the asso- 
ciation of the medical officers of health visited twelve of the gas companies’ works in and 
about London, and, amongst others, we inspected those of the London Gas Company. 
You are aware that at that time I officiated as secretary to the committee. Our object 
was a purely friendly one, viz., to examine carefully the nuisances inseparable from 
such a manufacture, and to compare the means used at each, to lessen, if not ob- | 
viate, the evil. Our impression of the London Gas Company was decidedly favour- | 
able; and we were disposed to accord the highest credit to Mr. R. Jones, the! 
engineer, for the improvements effected. The difficulties in the way appeared great, | 
inasmuch as the altering of badly-arranged premises is far more difficult than en- 
tirely reconstructing. In that range of building by the side of the river, in which 
this latter had taken place, there was everything to commend. I may state, there-| 
fore, that Dr. Dundas Thompson and myself, &c., entertained a very strong and | 
favourable opinion of the disposition manifested by the company to lessen the | 
The removal of these is far easier in theory than practice, | 
and many apparently feasible plans have, on reconsideration, been proved to be 

“*T am, yours very truly, 

“ww, T. Inirr, jun., M.D., 
; “** Medical Officer of Health to Newington.’” 
The letter which had been prepared in reply to Mr. Gardiner’s having 


(Signed) 


Mr. Burrur moved that the committee’s report be received and adopted, 
and that the letter prepared under their direction be sent to the steward of 
the duchy of Cornwall. 

Mr. F. Douxron said he should like, before the motion were put, to ask 
Dr. Odling whether his attention had been called to a trial which recently 
took place in reference to a nuisance said to exist at the Bow Common Gas- 
Works (the Great Central Gas Company)? He asked the question, because 
the doctor, in his report, said that the Nuisances Removal Act would not meet 
the present case. He (Mr. Doulton) believed that in both instances the 
nuisance arose from the mode in which the purification of gas was carried on, 
but whether it was so or not, that did not affect the point. In the case of 
the Bow Common Gas-Works, a summons was taken out, the parties were 
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so much whether the nuisance was identical in each instance, but if the 
|| Nuisances Removal Act was applicable to a gas-work at all; it appeared to 
him that it was not correct to say that it was not. Here was a practical 
|| proof that it was. 
Dr. OpitNG said the opinion that he had expressed, and in which the clerk 
|| of the vestry, Mr. Roffey, coincided, was this :—that, if it could be shown, in 
the case of the London Gas- Works, there was any neglect—any palpable neg- 
lect on the part of the company—the vestry would do quite right in sum- 
moning them under the Nuisances Removal Act; but, as this did not appear 
to be the case, he believed that Act was wholly inapplicable. In the case re- 
ferred to, that of the Great Central Gas Company, the neglect was most palpa- 
| ble and obvious ; er 
without covering; t 





ey were in the habit of quenching the burning coke with 


|the blue-billy water—a thing never before heard of; the pits of gas tar | 


}and ammoniacal liquor were left open to be acted upon at all hours by the 
|sun shining upon them, and the blue billy was all over the place. ‘There 
/then was a real, tangible nuisance of a most offensive nature; but at the 
| London Gas Company’s works there was nothing of the kind. If there had 
been any proof of neglect, he would say, summons the company by all means; 
but there was not the slightest ground of that sort for taking action in this 
case. 
Mr. Jerrreys inquired whether there had been any complaint of nuisance 
|| by private individuals living in the locality? y ; 
| “Dr, OpL«NG said several persons in the vestry had spoken to him about it, 
land there had been one complaint from a gentleman living in the neigh- 
bourhood. 

Mr. H. Douton said he did not regret that this subject had been brought 
before the vestry, nor that he had taken the part he had done in reference to 
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had large quantities of the blue billy exposed, entirely | 


the matter. He felt it was right for him to say that, during the last three or 
four weeks, he had noticed a very marked improvement in the conduct of the 
London Gas-Works. At the same time, it would have been improper for the 
vestry to have received the communication addressed to them from the duchy 
of Cornwall, and have taken no further notice of the subject. It was the 
duty of their officers to look well after all such matters, because it was not 
only necessary that such works should be conducted on a proper plan, but 
that that plan should be properly carried out. Any gentleman present who 
was connected with manufacturing business knew very well that, unless a 
good plan was effectively carried out, it was altogether valueless. He ac- 
cepted the assurance that these works were so conducted, and hoped the 
attention of the medical officer would be so directed to the subject, from time 
to time, that their operations should be as little offensive as possible. 
The motion was then adopted. 








DeATH OF THE Messrs. CoLQuHOUN, THE Gas ENGINEERS AT MonteE 
Vipro.—We regret to have to announce the death of Mr. Colquhoun, sen., 
and his son, who had recently arrived at Monte Video from England. This 

| deplorable intelligence reached this country by the last mail from the River 
Plate, but the private source from which we obtain it does not convey the 
exact particulars of date. The surviving son of Mr. Colquhoun arrived at 
Monte Video on the 4th of May, but was too late to see either his father or 
his brother both of whom had fallen victims to thé fearful epidemic which 
| has carried off upwards of 1000 persons. The name of Colquhoun has 
been honourably associated with the progress of gas lighting in Great Britain 
for many years past; and during the last two or three years, Mr. Colquhoun, 
| sen., has been engaged at Buenos Ayres and Monte Video, at which latter 
place he was remodelling the gas-works at the time of his death. 
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SUNDRIES. 


Best Newcastle fire-bricks . 60s. per 1000 Welch bar iron, in London £8. 15s, per ton. 


ge » 9 clay . . 12s. perton.| Foreign spelter ... . £30.10s. ,, 
Cliff's fire-bricks at Wortley, 57s. 6d. p. 1000, English block tin - - £130 
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BEYAN DONKIN and CO.’s improved | 
GAS VALVES have been adopted by numerous 
Gas Companies in England and abroad, and their ad- 


CONVICTION FOR GAS STEALING, 
Just published, price 10s. per 100. 


Fo SALE.—Twelve 6-inch Sluice 
VALVES. 
Two Cast-Iron PURIFIERS, 8 feet by 4 feet 6 








|| that of the ordinary Clay Retorts. 


| forwarded by rail to all parts of the United Kingdom, 
|| and shipped by sea to all parts of the world, 


vantages and great security fully proved. Very large 
numbers are in use. Prices from lls. 6d. to 13s. 6d. 
per inch diameter. 
Bryan DONKIN and Co., 
Engineers, near Grange Road, BERMONDSEY. 





RETORT AND BOILER SETTING. 


FREDERICK SIMMONDS, Sen., 


No. 19, York STREET Nortu, Hackney Roan. 
Thirty years RETORT SETTER to some of the leading | 
London and Provincial Gas Companies, to whom he can 
refer, begs leave to draw attention to his economical 
moce of Setting Clay or Iron Retorts, &c. 

F. S, will engage to provide all materials and labour, 
or labour only. 


DINAS FIRE BRICKS, RETORTS, 
AND CEMENTS. 


YOUNG & ALLEN, 


MANUFACTURERS OF DINAS FIRE BRICKS 
AND RETORTS, 


NEATH, GLAMORGANSHIRE, 
Beg to draw the attention of the Engineers and Mae 
nagers of Gas-works to the superior quality of their 
goods, and more especially to their BRICK RETORTS, 
which, in addition to the almost infusible nature of the 
Fire-Clay employed, have the great advantage, from its 
large excess of Silica, of EXPANDING BY THE APPLICA- 
TION OF HEAT, and consequently becoming sounder 
and less liable to leak by use. Their cost is less than 





Young and Allen's DINAS FIRE-BRICKS and 
CEMENT have been long used for the linings of fur- 
naces exposed to high temperatures, and are well known 
in the London and other Gas-works. They can be 





Prices on application as above, 


FULL REPORT of the Recent 


A 


Reprinted for extended cireulation from the 
JOURNAL OF Gas LIGHTING, 


London: W. B, Krna, 11, Bolt Court, Fleet Street. 





Parties wishing to be supplied with these first- 
class Gas Coals will please to apply to Mr. MATTHEW 
NegsBit, EIGHTON Moor OFfFice, NEWCASTLE-UPON- 
Tyne. These coals are well known as among the 
richest in gas, and working the roundest on the River 
Tyne. They are extensively used by metropolitan gas 
works. 


PADDON AND FORD, 


PATENT GAS METER & APPARATUS WORKS, 
GRAY’S-INN-ROAD, LUNDON, 
Manufacturers of Wetand Dry Gas METERS, STATION 
METERS, GOVERNORS, EXPERIMENTAL APPARATUS, 

Gas Stoves, and LANTERNS. ° 

Contractors for the erection or alteration of Gas 
Works; and every description of Apparatus required 
in Gas Works supplied. 








GAS TAR. 


THE Directors of the Worcester Gas | 


COMPANY are desirous of receiving TENDERS 
tor the SALE of the GAS TAR made at their works 
from June, 1857, to June, 1858, 

The quantity for sale will be about 160 tons, and it 
will be pumped into boats alongside the Company’s 
wharf on the Worcester and Birmingham Canal, or 
filled into casks, as the purchaser may desire. 

Further information may be obtained of the Com- 


pany’s manager, Mr, WILLIAM OasTLER, Gas-Works, | 


WORCESTER, 


Prosecution at the Central Criminal Court for | 
STEALING GAS from the IMPERIAL GAS COM- | 
| PANY. 


| OasTLER, Manager, Gas-Works, WoRCESTER. 


IGHTON MOOR GAS COALS.— | 





inches; 6-inch Connexions; four Tiers of Trays in 
each; complete with Wrought Sides and Travelling 
Lifting Carriage. 

One GOVERNOR, with 6-inch Connexions, 

The above are in good condition, and have been re- 


| moved for the purpose of replacing with larger ones. 


Further information may be obtained of Mr, Wm. 





OR SALE.—A Station-Meter, made. 


by Samuel Crosley, to register 6000 feet of Gas 

per hour, fitted with Time-piece and Tell-tale; [niet 

and Outlet, 5 inches. In good working condition. 
Removed to be replaced by a larger one. 

For further particulars, apply to Joseru Bryan, 

Engineer, Gas-works, Newport, MONMOUTHSHIRE. 


TO GAS ENGINEERS, 
ERECTION OF NEW GAS-WORKS, 
tHE Shareholders and Directors of 


the DUNSTABLE GAS COMPANY have 


determined to erect NEW WORKS capable of pro-/|| 


ducing 6,000,000 cubic feet of gas per annum, com-| 


| prising all the necessary buildings and apparatus, with | 


a cottage and offices. } 

They will be glad to receive Plans and Specifications | 
with Estimates and Tenders for the works, which must 
be sent in to the Secretary, Mr. BENNING, Solicitor, 
Dunstable, Beps, before the 25th day of July, instant, | 
from whom further information may be obtained. 

The ground measures 100 feet frontage, and extends 
200 feet in the rear. | 

Cuas. 8, BENNING, Secretary. 
Dunstable, July, 4, 1857. 


N.B. The Directors will not pay for any plans, and 


| do not pledge themselves to accept the lowest tender. | 


But the party whose plans and tender are accepted | 


will have the right of executing the works under the | 


company’s engineer and manager, 
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CROSLEY & CO, is 
GAS-METER MANUFACTURERS, 
103, SOUTHWARK BRIDGE ROAD, LONDON. 

















| 
} 
































SOLE LICENCEES AND MANUFACTURERS OF 
W. CROSLEY’S AND CROSLEY AND GOLDSMITH’S 
PATENT STANDARD SELF-ADJUSTING AND COMPENSATING GAS-METERS, 


By which the True Water-Line is constantly maintained, and accuracy of measurement at all times secured. 


Manufacturers of LOWE’S PATENT MOTIVE-POWER METER, for situations where there is an inadequacy of pressure to supply the special requirements | | 

of certain consumers in low grounds during the day or night. 1) 

- a Manufacturers of EXPERIMENTAL METERS, GASHOLDERS, GOVERNORS, MINUTE-CLOCKS, PHOTOMETERS, &c. &c., similar to those used by 
r. King, of Liverpool. 

Cc. pe Co. continue to manufacture ordinary WET METERS of the very best description, Mr. W. Crosley having been for many years the principal and confidential 
assistant of his relative, the late Mr. Samuel Crosley, of Cottage Lane, City Road, up to the time of his decease, in which capacity he communicated to W. C. the secre 
of the mixture of the metals which has rendered the Crosley Meter so durable and superior to all others, as is evidenced by a large number of them being still at work, 
after having stood the test of nearly a quarter of a century’s use, 


 FIRE-CLAY RETORTS. | | 
JOHN SWARBRICK, 


MANUFACTURER OF PATENT COMPOSITION CLAY RETORTS, | 
FIRE BRICKS OF EVERY DESCRIPTION, SHAPE, AND SIZE, &c. &c. | 
HIGHER EANAM, BLACKBURN, LANCASHIRE. 


These RETORTS are generally used in the Gas-works of Preston, Accrington, Bury, Heywood, Middleton, Rochdale, Ratcliffe; the Mills of Messrs. Horrocks, 
Miller, and Co., Preston, &c. &c., and are unequalled in having afforded general satisfaction to those who have given these Retorts a trial. | 
To meet the increasing demand, the Works at Little Harwood have been greatly enlarged ; and Gas Engineers who may favour with an Order may rely with confidence 
on their being promptly supplied with an article not to be surpassed in finish or durability. 


PRICES MODERATE. 








FIRE-CLAY GAS RETORTS. 


















JOSEPH CLIP, 
WORTLEY FIRE-BRICK WORKS, near LEEDS. 


THESE RETORTS ave unrivalled in excellence, being the BEST FINISHED INTERNALLY, and THE MOST CORRECT IN FORM, of any in the | 
Kingdom. From the peculiar composition used in working up the face of the material, they are rendered unusually smooth, close, and FREE FROM 
SURFACE CRACKS, thus, in a great measure, preventing leakage and the adhesion of carbon to théir interior surface. 

To meet the yearly increasing demand of UPWARDS OF THIRTY SEASONS and to carry out the late improvements in the manufacture, 
the Premises have been re-erected and much enlarged, and Engineers may rely wirH CONFIDENCE on their orders being completed with a greater 
regard to despatch than by any other House. 





THE WORKS ARE WELL SITUATED 
LONDON, LIVERPOOL, 
For EXPORT from the Ports of ‘HULL, MIDDLESBRO’, 
HARTLEPOOL, and STOCKTON. 


FERE-RRICKS, LUMPS, GUARDS, TILES, AND CHAY, of the same quality. | 





BOYLE’S PATENT SILVERED HARRIS AND PEARSON, | 
Gy L A ee S R E F L E Cc T Oo R S BEST cusinseebalan Hae cop adeninns CLAY 


are the most durable, and are cheaper and better than any other. MANUFACTURERS OF 


HULETT and CO., Sole Agents, FIRE BRICKS GAS RETORTS, &C, 


Patentees of the only really good AMBLECOTE FIRE CLAY AND BRICK WORKS, 
STOURBRIDGE, 
MERCURIAL GAS REGULATOR, Late in the occupation of I. and W. King. 
55 and 56, HIGH HOLBOR N, LONDON. Originally J. Pidcock, Esq. 


Rr. 3. PNWTCN, Gondon Agent, Mo. 4 Wharf, King’s Cross Goods’ Station. 
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William Parkinson. 


registration of the fluids passing through them. 





ROBERT MACLAREN & CO., 
EGLINTON FOUNDRY, GLASGOW, 
Manufacturers of all sizes of Cast-Iron Main Pipes, by 
an improved Patent. General Ironfounders, Gas En- 
gineers, and Wrought-Iron Tube Makers. 


NOW READY. 


Vo. V. of the JOURNAL of GAS 
LIGHTING, WATER SUPPLY, and SANI- 
TARY IMPROVEMENT, for 1856, price 2ls., bound 
in cloth and lettered. A few copies of Vols. II., III., 
and IV. are still on sale. 
W. B. Kina, 11, Bolt Court, Fleet Street. 


JAMES FEATHERSTONE, 
ENGINEER, 
Manufacturer of GASHOLDERS, IRON ROOFS, and 
every description of Gas Apparatus. 
ALLIANCE IRON Works, 

CLAYTON, near MANCHESTER. 
JOHN BENT, 
MANUFACTURER OF GAS METERS, 

283, BELL Barn Roap, 
BIRMINGHAM, 

(Established 1830), 

Begs respectfully to call the attention of Gas Compa- 
nies, Engineers, &c., to his WET GAS METER, 
made upon the most improved principles, the most ad- 
mirable materials, and warranted to register correctly. 








IRTLEY IRON WORKS, 
CHESTER-LE-STREET, 
DURHAM. 

Manufactory for every description of Casting and 
Machinery for Gas Works and Water Works. 
Warehouse in London for Cast-iron Pipes and Con- 
nections of all sizes and in any quantity, Scott’s Wharf, 
Bankside, Southwark. 
Office in London, Mr. E, M. PERKINS, 78, Lombard 
Street. 





JAMES PINCHBECK, 
GAS METER MANUFACTURER, 
26, CAMDEN-STREET, and 9, PIEREPOINT-ROW, 
ISLINGTON, LONDON, 
| Begs respectfully to announce.to Gas Companies and 
Fitters, that from upwards of 20 years’ practical expe- 
rience, he is enabled to supply a METER combining 
correctness, durability, and economy. 
N.B.—Repairs on the lowest scale. 


PATENT GAS METER MANUFACTORY, 
No. 66, Snow-hill, London, 


ILLIAM SMITH, by the 


improvements he has made in the Wet Meter, 
and which he has secured by her Majesty’s Royal 
Letters Patent, the accuracy of their registry is ren- 
dered certain by the introduction of the adjusting 
slide and hydraulic, whereby a Perfect Water Level 
is readily obtained, and the Hydraulic precludes the 
possibility of abstracting water from the meter by in 
creased pressure or otherwise, thus surmounting the 
great desideratum of the Wet Meter. In his Patent 
Equitable Gas Meter neatness and strength are com- 
bined, the backs and fronts of the case being stamped 
by powerful machinery out of thick plate iron (tinned 
or galvanized); and the internal construction is of the 
best metal, which will resist the action of any impurity 
in the gas, : 

Old Meters may readily have the adjusting slide and 
hydraulic applied, thereby having accurate measure- 
ment assured. 

Station Meters, Governors, &c.,made on the shortest 
notice. 

J J ONES, Iron Merchant, 6, Bank- 

. SIDE, has long been known to sell the 
following Castings at prices lower than any other house 
in London :—Socketand Flange Pipes, Bends, Branches 
and Tees, Syphons, Lamp-posts, Rain-water Pipes, &c.; 
also, Hot Water Pipes, Elbows, Tees, Cylindrical and 
Saddle Boilers, and every Fitting for the same. Draw- 
ings and Prices of the above on application to J. Jongs, 
Iron Bridge Wharf, 6, BANKSIDE, near the Southwark 
Iron Bridge. 








WEST and GREGSON, 
GAS-METER MANUFACTURERS, &c. 
UNION-STREET, OLDHAM. 

Station and Experimental Meters, Gas Pressure 
Registers, Gauges, ‘Experimental Gasholders, Go- 
vernors, Slide Valves, &c. &c. 

W. and G. would respectfully call the attention of 
Gas Engineers and Managers to their Station-meters, 
having made and erected the largest in use at the 
present time, two of which may be seen at the Stock- 
port and Liverpool Gas Works, on application to the 
respective Engineers, 


BRYAN, M‘CRACKEN AND CO., 
3, INDIAN KING’S Court, 
NEWCASTLE-ON-TYNE, 
Contracts made for all kinds of Cast and Wrought Iron 
Gas and Water Apparatus, Clay Retorts, Fire-Bricks, 
Coals, &c.—Prices, and Lists of Freights and Carriage 
sent on application. 











These Meters are as simple and durable as the Gas-Meter, and as correct as that instrument in the 





THE JOURNAL OF GAS LIGHTING, WATER SUPPLY, & SANITARY:IMPROVEMENT, 
‘WILLIAM PARKINSON AND CO., 


(Successors to the late Samuel Crosley), 


COTTAGE LANE, CITY ROAD, LONDON, 


Beg to announce that, in addition to the manufacture of GAS-METERS, they continue the manufacture 
of METERS for MEASURING WATER, SPIRITS, &Xc., commenced, under Patent in 1849, by the late Mr. 


By Her Majesty’s Royal Letters Patent. 





TaF 


JOSEPH BOULTON, 
PATENT DRY GAS-METER MANUFACTURER, 
and also Maker of his Improved WATER METERS, 

No, 28, BAGNIGGE-WELLS-ROAD, CLERKENWELL, 
adjoining the Police Office. —Late of No.1, Coppice-row, 

LONDON. 

Experimental and Station Meters of any size made 
to order on the shortest notice.—Governors, Pressure 
Registers, Gas-cooking Stoves, and every description 
of Gas Apparatus. 


J. CLIFF’S 
FIRE BRICKS, GAS RETORTS, &. 


rey 


Vy 


Orders for London and South of England to be ad- 
dressed to Mr. Newton, Agent for the District, Park 
House, Thornhill Road, IsLINGTON (N.). 

N.B.—A few Retorts of each size, and alarge stock 
I ua and Lumps, always on hand at the above 

yharf, 


\ 





THE CHEAPEST MANUFACTORY 
IN THE TRADE FOR 
CHANDELIERS and BRACKETS 
IN GLASS, ORMOLU, & BRONZE. 
OUTSIDE SHOP LANTERNS, 
Lined with Patent Silvered Glass. 
Wrought Iron, Composition, and Tin Tube, 
WITH EVERY DESCRIPTION OF 
GAS PITTINGS, 
ALWAYS IN STOCK. | 
CHANDELIERS and FITTINGS 
made to Order on the Shortest Notice. 
JiT MOONS, GLOBES, SAUCERS, & CHIMNEYS, 
IN EVERY VARIETY, WHOLESALE AND FOR | 
EXPORTATION. 
HODGE and ROBERTS, 
101, HATTON GARDEN, LONDON. 


Pattern Books of Chandeliers, and also of all kinds 
of Gas Glasses, sent to any part of the Kingdom on | 
application, 


GEORGE CUTLER, 
GASHOLDER MAKER, 
No. 8, WENLOCK-ROAD, CITY-ROAD, | 
LONDON. 

Contracts for Tanks, Gasholders, Roofs, Purifiers, 
and all descriptions of Gas Apparatus executed on the | 
most reasonable terms. Improved Slide Valves, Steam, 
and Range Boilers, and Smiths’ Work, of the best 
materials and workmanship, 


S. & E, RANSOME & CO., 
31, ESSEX STREET, Srranv, LONDON (W.C.), 
beg to call attention to their 
GAS HEATING & COOKING STOVES 
Price, from 18s, 6d. each, and upwards. 
WHOLESALE AGENTS FOR 
MEAD’S PATENT DRY GAS-REGULATORS, 
GODDARD'S DUPLEX & ECONOMIC BURNERS, 
GAS BATHS, HEATING COILS, TORCHES, &c. 








Also, 
GWYNNE’S STEAM-PRESSURE GAUGES, 


and 
JOHNSTON’S PATENT ALARM WHISTLES, 
for preventing Explosions in Steam-Boilers, 
Drawings and Prices sent on application. 





NOTICE.—INFRINGEMENT OF PATENT. 


RICKMER’S Patent Metallic Pack- 


ING for Steam-Engines, Pistons, Piston-Rod 
Stuffing-Boxes, Pumps, &c.—Notice is hereby given 
that a perpetual Injunction of the High Court of Chan- 
cery has been obtained by Messrs. OASTLER and 
PALMER, trading under the Firm of ALEX, ROSS 
and CO., Grange Mills, Bermondsey, against Messrs. 
LITTLE and CHAMBERS, of Manchester, to restrain 
them from further infringing the above Patent; and 
that the above Packing can only be obtained of Messrs, 
ALEX. ROSS and CO., Grange Mills, Bermondsey, 
Lonpon (the Proprietors of the Patent), or by their 
authorised Agents. 

MILL BANDS, HOSE PIPES, & FIRE BUCKETS 
made to order from the best-selected Oak-Bark Tanned 
Leather. 

Prices Current to be had on application. 





| water supply. He is also prepared to supply best Cold- 


| WALTER MABON, Engineer, 


| Scrubbers, Condensers, Washers, Columns, Girders, 
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FIRST PRIZE IN THE PARIS EXHIBITION. 
S EXPLOSIONS PREVENTED 


by using the Tubes and Fittings Manufactured 


JOHN RUSSELL and CO., 
whose Goods are all well Tested and Warranted. 
Inventors and first manufacturers of Lap-welded Flues 
for Locomotive and Marine Boilers. 

John Russell and Co. are the Original Manufacturers» 
and at present the Holders, of the Patent for Tubes. 
WAREHOUSES, 
69, UPPER THAMES STREET, LONDON. . 
MANUFACTORY, 
THE OLD TUBE WORKS, CHURCH HILL, 
WEDNESBURY, STAFFORDSHIRE, 


“GAS ENGINEERING OFFICES, 
104, LEADENHALL STREET, LONDON (E.C.). 


GEORGE ANDERSON, 
GAS AND CONSULTING ENGINEER, 
begs to draw the attention of Gas Companies to his 
Patented Apparatus, which are now specified and ex- 
tensively used by Engineers, including his 
DIRECT-ACTING PISTON EXHAUSTER, 

which may be had, either combined with the Engine; 
combined with both Engine and Boiler, and Portable ; 
or separate, by itself. Also, his 


FOUR-WAY PURIFIER, CHANGING BY- 
PASS, & SHUT-OFF VALVE, 
one of which answers the purpose of THREE ordi- 
nary Valves, in connecting Purifiers, or in shutting 
off and passing a Station-Meter, or other apparatus. 


Also his 
RETORT SETTINGS, 


by which any number of Retorts, up to Twenty, can 
be heated by one Coke and one Tar Fire, reducing the 
fuel account in many instances to one-half of what it 
now is, and without the production of any smoke. 

Mr. Anderson has been extensively engaged for the 
last ten years in the Construction and Management of 
Gas-Works, and all his improvements have been 
brought into successful operation under his own eye 
previous to being submitted to the public. : 

Circulars, giving references and every information, 
may be obtained on application as above. 


ALFRED PENNY, 
ENGINEER, 
WENLOCK IRON WORKS, 
WHARF ROAD, CITY ROAD, LONDON. 
Mr. Penny begs to inform Gas and Water Compa- 
nies that he undertakes the erection of new, or the 
alteration of existing, works; and that he may be con- 
sulted generally on all matters connected with gas and 


by 





blast Retorts, Socket-Pipes, and Connections, Iron 
Borings, &c. &c., and all the necessary Castings used 
n Gas and Water-Works. 

*,* Country orders executed with care and despatch, 


ARDWICK IRON WoRKS, FAIRFIELD STREET, 
MANCHESTER, 
Manufacturer of 

IRON TANKS for Gasholders, Railway Stations, &c. 
GASHOLDERS.—Extensive premises at Gorton, 
solely for the manufacture of Gasholders, and other 

heavy Wrought-Iron Structures. 
GAS APPARATUS.—W. M. has an extensive assort- 
ment of patterns for Purifiers from 4 feet to 15 feet 
square, also round ones from 4 feet to 10 feet diameter; 


and Tripod Patterns, suitable for Gasholders, from 
10 feet to 150 feet diameter, either Single-lift or Tele- 
scope. Contractor for Gas Works of any Magnitude, 
Designs, Specifications, and Estimates furnished. 

WROUGHT and CAST IRON ROOFS for Railway 
Stations, Gas Works, Warehouses, and Sheds, pre- 
pared for Slates or for Corrugated Iron. 

IRON HOUSES, either for Dwellings, Manufac- 
tories, or Public Buildings, 

PIPES and VALVES, for Gas and Water, from 2inches 
to 48 inches bore. 

WHITEHOUSE and C0O., 
GLOBE PATENT TUBE WORKS, 
WEDNESBURY, 

Beg to draw the attention of Engineers and Managers 
of Gas Works to the superior quality of the Article 
they manufacture, both in respect of the iron employed, 
and the perfect manner in which it 1s welded; in 
proof of which they can refer to the testimonials of the 
most eminent Gas Engineers, and the experience of 


the principal of the large Gas Companies of the kingdom, 
Orders promptly executed. 
Wi SHEEN, Gas and Railway 
¢ Lantern Maker, 905, Holborn Hill, begs to 
inform Managers of Gas-Works, &c., that she con- 
tinues to contract and supply Lanterns on reasonable 
terms, and keep them in repair by the year. 


EDWARD RUSSELL, 
ALMA TUBE WORKS, 
WALSALL, 
Manufacturer of Patent Welded Wrought-Iron Tube 
for Gas, Steam, and Water. Wrought and Cast Iron 
Fittings of every description. Stocks, Taps, and Dies. 
Core Bars for Ironfounders. 


ADDISON POTTER, 
WILLINGTON QUAY, 
NEAR NEWCASTLE-UPON-TYNE, 


Manufacturer of Clay Retorts, lire Bricks, and every 
description of Fire Clay Goods. 
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ALEXANDER WRIGHT, 


55, MILLBANK STREET, WESTMINSTER. 


CONSUMERS’ METERS at the List Price, with a Liberal Discount to Wholesale Purchasers. 


GAS ENGINEER, MANUFACTURER OF GAS-METERS, GOVERNORS, AND EVERY DESCRIPTION OF GAS APPARATUS, | 
| 
THOMPSON’S BROMINE TEST, £1. 1s.—Bromine, 3s. per Ounce. 


BISULPHURET OF CARBON TEST, £2. 2s. 


APPARATUS FOR DETERMINING THE HEATING POWER OF SAMPLES OF COAL AND OTHER DESCRIPTIONS OF FUEL, £6. 5s., | 


REGISTERING PRESSURE GAUGE, Net Price, £8. Glass Shade, 10s. extra. 
STATION METERS, PRESSURE GAUGES, PHOTOMETERS, SPECIFIC GRAVITY APPARATUS, &c. 
| 


INVENTED BY LEWIS THOMPSON, Esq., M.R.C.S, 








JAMES OAKES and CO., 


ALFRETON IRON WORKS, DERBYSHIRE, 


AND 

WENLOCK IRON WHARF, 20, WHARF ROAD, 
CITY ROAD, LONDON, 
Beg to inform Gas and Water Companies and the public, 
that they keep in stock in London all the CASTINGS 
in general use in Gas and Water Works, including 
best cold-blast Iron Reterts, Socket and Flange Pipes 
of all sizes, Bends, Branches, Syphons, Lamp Columns 
of various patterns, &c. 

N.B.—Orders for Cast-iron Tanks, Girders, Columns, 
Cylinders, and all irregular castings, will have immedi- 
ate attention. 

CHARLES HORSLEY, Agent. 

C. H. is prepared to carry out the warming and ven- 
tilation of public buildings, &c.; also civil engineering 
in general, 


F. 


44, OXFORD STREET, LONDON; 
Manufactory— Broad-street, Birmingham, 


MANUFACTURERS OF GLASS CHANDELIERS, GLASS 
LUSTRES, TABLE GLASS, &c. &c. 
ELEGANT CRYSTAL GLASS CHANDELIERS, FOR GAS 


(Made from “ ReGisTZRED” DgsiGns), with GLAss BRaNcuES, &c.; suitable | 
for DRAWING-ROoMS and BALL-Rooms. The more extensive use of Gas in 
private dwellings has induced Messrs. OsLER to direct their particular atten-| 
tion to the manufacture of this class of articles—which, with a view to their 
general adoption, are offered at very moderate prices. Purchasers can select from | 


& C. OSLER, 





a a great variety of patterns, to which additions are being constantly made. | 





ON THE LowEsT TERMS. 


THEATRES, CONCERT, ASSEMBLY, AND BALL Rooms LIGHTED BY EsTIMATE 


} 





ATENT FIRE-CLAY RETORTS.— 

O. BROTHERS and COMPANY, Manufacturer$ 

of O. Brothers’ Patent, beg to state that these Retorts> 

being made in one entire operation, and in one piece, 

of any required shape, length, breadth, or height, are 

not liable to cracks and fissures, of which there is a just 

and general complaint; and consequently superior to, 
and cheaper than, any hitherto manufactured. 

GREAT REDUCTION IN PRICES—30 per cent. 

cheaper than any other Clay Retorts manufactured, 





























ons 
F .|EES 

! 2£ 22a 

| r=) 

3 aes gi. 

Shape. Sizes. |S | waa “Se 
a}s|@*S39 ape. 
hm | 4] oS |e tte 
elSjie Ris. es 
o|a)]% aS 35 

wmofm | A — 

feet.) in.] £ s.d.| 8. d. 

Dee....-++-|12in. byl2in.; 8 | 24;1120] 4 0 
op ccccceee| 14in. by]lZin.| 8 | 25/1120] 4 0 
oo eesecees| 16in. byl3in.| 8} 2$5);2 00) 5 0 
oy ccccceee| 18in. by l4in.| 8} 24;2 O00} 5 0 
oo coccceee| 19in. by]3in.| 8 | 24;2 00) 5 U 
oy eeceeees| 20in, by l4in.| 8 | 34/2 00) 5 O 
oy cecceee-/ 24in. byl5in.| 8 | 23/2 80] 6 UO 
Round......{ bin. byl5in.; 8} 24);1160/ 4 6 
os veceee| L8in.byI8in.} 8 | 24/1160) 4 6 
Oval Retort | 18in.byl2in.} 8 | 2 | 1160; 4 6 


7 All other sizes and shapes in proportion, to order. 
References and further particulars may be obtained on 
application to the Patentee, Gas-Works, BLACKBURN. 


PATENT FLEXIBLE GAS TUBING. 


AMES LYNE HANCOCK’S 


Vulcanized Indiarubber Hose Pipes and Tubing. 
Manufactory(and Warehouse),Goswell-mews, Goswell- 
road, London, 

Gas Companies, Engineers, Gas Fitters, and the Trade 
generally, are respectfully informed this Tubing is now 
manufactured to any size, from 4 inch bore and 
upwards, in 100-feet lengths, and perfectly cylindrical, 
either with or without a spiral wire inside. 

VULCANIZED GLAZED FLEXIBLE TUBING, 
from 4 inch up to 1 inch diameter, made in 24-feet 
lengths; or, covered with silk or worsted, up to 100 feet. 

VULCANIZED HOSE, for FIRE ENGINES, 
BREWERS’ USE, and for standing great pressures, 
(Rubber and Cloth combined), made to any length or 
size to fit the necessary screws, &c. 

VULCANIZED INDIARUBBER AITR-TiGHT 
BAGS, made any size, for Gas Mains, with flexible 
tubes attached, and fitted with stopcocks complete. 








SHEARS AND SONS’ 
PATENT DRY GAS METERS 


Are supplied to Gas Companies and the Public as ‘the 
best and simplest Dry Gas Meters in use. ‘They are 
acknowledged to be of first-rate workmanship and accu- 
racy of registration.—Shears and Sons continue to sup- 
ply these Meters on the most favourable terms; and they 
also manufacture Wet Gas Meters, to which they apply 
their Patent Indices. 
BANKSIDE, LONDON. 


WILLIAM STEPHENSON & SON, 
THROCKLEY, 
NEWCASTLE-ON-TYNE, 
MANUFACTURERS or EVERY DESCRIPTION oF 
FIRE BRICKS, CLAY , RETORTS, LUMPS, TILES, 


LONDON OFFICES: 
76, KING WILLIAM STREET, CITY. 
A large stock of Fire-Clay Goods always on hand in 
London, at the lowest wharf prices, at Messrs. 
Curistiz and Co.’s Wharf, 64, Bankside, SOUTHWARK. 














MR. KERBY, 
GAS ENGINEER, &c., 
NOTTINGHAM. 


AMMONIA. 


Mr. KERBY is prepared to design Apparatusfor the 
Manufacture of Sulphate, Muriate, or Carbonate of 
Ammonia. 

He would call the attention of Gas Managers to the 
importance of converting their comparatively unsale- 
able “‘ Ammoniacal Liquor ” into an article easily dis- 
posed of. 

Gas or Water-Works surveyed for alterations or 
enlargement. Plans, Specifications, &c., on strictly 


moderate terms. 
References. 


OTICE.—Mr. N. DEFRIES, Consult- 
ING GAS ENGINEER, begs to inforin gas 
companies and the public, that he is desirous of meeting 
any gentlemen at his WORKS, NEW ROAD, S81. 
PANCRAS, where, under his own superindence of the 
manufacturing department, they will have the fullest 
a gaan ta investigating the yy Aa rovements he | 
has recently effected in his ROTARY-VALVE DRY || 
GAS-METER, by which full security will be afforded | | 
against leakage and non-registration, even against the | 
searching effects of Cannel Coal Gas. The Rotary-Valve 
Meter is warranted to register inflexibly correct at a | 
working pressure of half a tenth, and less than a quar- 
er of a foot per hour upon a blue light; and a guarantee 
will be given to all gas companies to keep itin repair | 
for not iess than five years, free of expense. With this 
meter the gas-supplier may fully depend upon a fair | 
return, and the public upon having a just measurer. 

GAS BATHS, GAS COOKING and HEATING | 
STOVES, for allclasses. The British Polytechnic Gas- 
fire, &c. Conservatories and Buildings heated by gas, 
and perfect ventilation secured. 

Any gentleman desirous of consulting Mr. Defries 
in especial cases, may meet him either at his office, 
145, REGENT STREET, or at his residence, 5, Firzroy 
SQUARE, by giving one day’s notice. 

Gas-works erected for private houses, where no gas 
company exists. 














CHARLES BOTTEN and SON, 
ENGINEERS AND METER-MAKERS, 

CRAWFORD PASSAGE, RAY STREET, 

CLERKENWELL, LONDON (E. C.). 
Manufacturers of Station and Patent Protector Con- 
sumers’ Meters, Patent Slide-Valves, Gas-Fittings, |, 
Pipes, &c. 
Also, High-pressure Cocks, Hydrants, Closets, and 

all Water-Fitttings. | 








HULETT AND CO, 55 anv 56, HIGH HOLBORN, 


PATENTEES and MANUFACTURERS of the NATIONAL GAS METER, 
Beg to inform the Proprietors of Gas Companies, and the Trade generally, that, having completed their new Gas-Meter 
Manufactory, they are now enabled to supply, with despatch, a very superior article, and can confidently warrant the same to 
be equal in quality and workmanship to any Gas-Meter ever made. Manufacturers of 


GAS CHANDELIERS, GLASS LUSTRES, HALI. LANTERNS, PILLARS, BRACKETS, 


PENDANTS, 


AND EVERY ARTICLE CONNECTED WITH 


GAS FITTINGS. 


GAS COOKING APPARATUS, IMPROVED ALBERT, 


AND EVERY DESCRIPTION OF 


COPPER, TIN, BRASS, and COMPOSITION TUBING. 


. HULETT’S IMPROVED SERVICE CLEANSER, 
by which Mains, Service Pipes, and the interior Fittings of a House, may be cleaned out in a few minutes. 
Sole Manufacturers of Church and Mann’s Improved Photometer. 
Large Pattern Books, with every description of Gas Fittings and Chandeliers, &c., with complete Book of Prices, price 10s, 


| 

| 

| 

SHADOWLESS GAS BURNERS, UNION JETS, BATSWINGS, &c. &e.; CAST AND WROUGHT IRON PIPE; | 

| 

| 

| 

Price Lists sent free, on receipt of envelope, addressed, and enclosing two postage stamps. 


Price 60s. net. 





: “London: Printed by Tuomas Greaves Baxtow, of 3, Parliament Street, in the parish of St. Margaret, Westminster (at the office of Jose h Clayton, 10, Crane Court, 
Fleet Street); and published by Wittiam Bovemwron Kine of No. 11, Bolt Court, Fleet Street, in the City of London.—Tuesday, July 7, 1857. 
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